From: 

Sent: 

To: 

Subject: 

Attachments: 


FOIA Police 

Thursday, September 12, 2019 10:19 AM 

'76057-26378435@requests.muckrock.com‘ 

Hartford Police Department FOI Response. 

HPD Final Response - Ader.pdf; Payment.pdf; Receipt.pdf 


HPD Response to FOI # 2995- Briefcam Records, FOI # 3209 Axis Records, FOI # 3210 Milestone Records. 


Good Morning, Mr. Aden 

The Hartford Police Department has received payment of $110.00, the cost of duplication. The responsive records have 
been mailed to Muck Rock News, DEPT MR 76057, 411A Highland Avenue, Somersville, MA 02144-2516, via USPS. 


Respectfully; 

Sergeant Omayra Martinez-Baidy 
Hartford Police Department 
FOI Unit/Civil Litigation 
860 - 757-4251 

From: FOIA Police 

Sent: Tuesday, August 27, 2019 10:09 PM 
To: 76056-54808815@requests.muckrock.com 

Subject: RE: Connecticut Freedom of Information Act Request: FOIA - Hartford, CT PD - Axis Communications Documents 
Good Evening, Mr. J. Ader: 

Attached you will find the departments final response requesting payment for your request. This response was sent to 
your attention on August 7, 2019. See attached. 


Respectfully; 


Sergeant Omayra Martinez-Baidy 
Hartford Police Department 


Civil Litigation/FOl 
Police.FOIA@hartford.gov 
860-757-4251 (0) 

860-722-8270 (F) 

From - 76n56-54808815@reniiests.muckrock.com <76056-54808815@requests.muckrock.com> 


Sent: Tuesday, August 27, 2019 5:02 AM 

Act Request: FOIA - Hartford, a PD - Axis Communications Documents 


1 



MuckRock News Check Enclosed for $110.00 

DEPT MR 76057 
411A Highland Ave 
Somerville, MA 02144-2516 

76057-26378435@requests.muckrock.com _ 


Hartford Police Department 
FOIA Office 
253 High Street 
Hartford, CT 06103 


September 3, 2019 

This is a follow up to request number 3210: 

To Whom It May Concern: 

Please find enclosed a check for $110.00 to satisfy the fee associated with the attached public records 
request. 

Thank you. 


Filed via MuckRock.com 

E-mail (Preferred): 76057-26378435@requests.muckrock.com 


For mailed responses, please address (see note): 

MuckRock News 

DEPT MR 76057 

411A Highland Ave 

Somerville, MA 02144-2516 


pj p ^ qp VOTE - This rerruost is not filed by ?- MuckRock staff member, but is being sent through MuckRock 
by the above in order to better track, share, and manage public records requests. Also note that improperly 
addressed (i.e., with the requester's name rather than "MuckRock News" and the departmeffimumber) 
requests might be returned as undeliverable. IS 
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I 
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On Aug. 12, 2019: 

Subject: RE: Connecticut Freedom of Information Act Request #3210 
Good Morning, 

Please see attached final response. 


Respectfully, 
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Vulcan Security Technologies 

400 Chapel Road, Unit 31 
South Windsor, C'T 06074 
Phone: (860)-289-8433 


www.vulcansccuTitv.net 


SOLD TO 


Hartford Police Department 
D/C Dustin Rendock 
253 High Street 
Hartford. CT 06103 
United States 





TERMS 


INVOICE # 


16-38 


HEREIN COMMODITIES AND/OR SERVICES, 
SATISFACTO^YRE^^§KJ^M & 

«— 


Net 30 


WORK DONE AT 


Hartford Police Department 
Johnmichael O'Hare 
50 Jennings Road 
Intel Center Video Wall Phase 2 


__ jnx 

sr *■> 
nr. 
_ cri 



QUANTITY 

DESCRIPTION 



Progress Invoice For Material Delivered To Sgt. Johnmichael O'Hare 
1/8/16 

Intelligence Center Video Wall, Data Displays, MCD Intelligence 
Monitors. Required Video Rendering Workstations 



10 

Sharp LC55UB30U 55" 4K UHD I .ED Monitor 

1.104.39 

11,043.90T 

3 

Sharp I.C43UB30U 43" 4K UHD LED Monitor 

662.61 

I.987.83T 

3 

Samsung DB32D - 32" LED Display 1080p 

640.79 

1,922.3 7T 

i 

Samsung S34E790C Glossy Black 34" Curved WQHD Cinema Wide 
4ms (GTG) HDMI LED Backlight LCD Monitor 300 cd/m2 DCR 
Mega Infinity (3000:1) Dual Speakers. High Adjustable 
(PROMO PRICE, may be substituted for comparable display if 
promo price no longer available). 

1,249.99 

1,249.99T 

i 

Video Wall Control Workstation to be provided by HPD. No Charge. 
Must have Intel Core i5 or Xeon E5 or better. Solid State Hard Disk. 
16GB RAM. Discrete Graphics Card with Display Port Output. 

0.00 

0.00T 

jL 

Apple TV - Black 

81.25 

162.50T 

1 

Axis Communications T8310 Surveillance Kit 5020-001 Includes 
Joystick. Jog Wheel, Preset Keypad. 

1,034.10 

1.034.10T 

16 

Tripp Lite Display TV LCD Wall Mount Tilt - Mounting Kit ( Low- 
Profile Mount) 

68.39 

1.094.24T 

16 

DisplayPort To HDMI 4K Converter - DP 1.2 To HDMI - 4K Video 
Converter 

39.40 

630.40T 

















Vulcan Security Technologies 

400 Chapel Road, Unit 31 

South Windsor, CT 06074 
Phone: (860)-289-8433 



INVOICE # 


16-38 


wwvv.vulcanscctirity.net 


_ SOLD TO 

Hartford Police Department 
D/C Dustin Rendock 
253 High Street 
Hartford, CT 06103 
United States 


PO# 

20160714-00 

TERMS 

Net 30 

DATE 

1/8/2016 

WORK DONE AT 

Hartford Police Department 
Johnmichael O'Hare 

50 Jennings Road 



Intel Center Video Wall Phase 2 



QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

High Speed HDMI Cable With Ethernet Ultra HD 4K X 2K Digital 
Video With Audio - Video / Audio / Network Cable - HDMI - 25 Ft 

57.41 

918.56T 

4 

XView 300 Video Workstation w/ 4x DP 1.2 Ports 

3,229.15 

12.916.60T 

1 

Application Workstations and Single Monitor Viewing PCs to be 
provided by HPD - NO CHARGE 

0.00 

0.00T 

6 

1 Gang MPLS Low Voltage Plate 

2.28 

13.68T 

2 

2 Gang MPLS Low Voltage Plate 

3.13 

6.26T 

6 

WM V5748 Shallow Device Box 

8.21 

49.26T 

6 

20Amp Ivor}' Duplex Outlet 

1.50 

9.00T 

6 

Ivory' Single Wall Plate 

0.41 

2.46T 

4 

2 3/4" Deep Metal Box 

4.00 

16.00T 

2 

250' 12-2 MC Cable 

124.03 

248.06T 

5 

4 11/16" J-Box 

2.41 

12.05T 

5 

4 11/16" J-Box Cover 

3.20 

6.00T 

3 

ARL50 90 Degree MC Connector 

0.43 

1.29T 

8 

1/4-20 Toggle Fastener (8 Count) 

City Security' RFP Electrical Labor Rate 120 Hours SI0.200.00 To Be 
Billed 

City Security RFP IT Labor Rate $ 3,360.00 To 

Be Billed 

Subtotal 2 *{ ^ 

12.48 

99.84T 

33,424.39 


Please pay from this invoice. 

No other invoice will be sent. Total 


This nansachiHi constitutes 0>c entire agreement Ivtween Buyer amt Seller and the Buyer expressly agree* to pay this tall, together 
with all costs of collection, including reasonable attorneys fees, in event it becomes necessary to refer the same to an attorney for 

collection. It is understood and agreed that said reasonable attorney * fees shall be tire same as set forth in the schedule of minimum SIGNATURE 

fees of the Hartford County Bar Association prevailim: on due date An l vju.it Opportunity/ Nomliscrimmatiofl hmpkiyer. . . ... .-. 
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Vulcan Security Technologies 

400 Chapel Road. Unit 31 
South Windsor. CT 06074 
Phone: (860)-289-8433 


u 





INVOICE # 


16-38 


vv w\v. v u lcansecurilv.net 


SOLD TO 


Hartford Police Department 
D/C Dustin Rendock 
253 High Street 
Hartford. CT 06103 
United States 


TERMS 


20160714-00 


Net 30 


DATE 


1/8/2016 


WORK DONE AT 


Hartford Police Department 
Johnmichael O'Hare 
50 Jennings Road 
Intel Center Video Wall Phase 2 


QUANTITY 


DESCRIPTION 


RATE 


AMOUNT 


Municipal - Tax Exempt 


3<rP 3 



Please pay from this invoice. 
No other invoice will be sent 


Total 


$33,424.39 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill together 
with ail costs of*collection, including reasonable attorney's tecs, ra event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed dial said reasonable attorney's tees shall lie the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. .An E<jual Opportunity/Nondiscrumnatkm Employer 
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Vulcan Security Technologies 


400 Chapel Road. Unit 31 
South Windsor, CT 06074 
Phone: (860)-289-8433 ; 





INVOICE # 


16-65 


www vu Icansecurilv. net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


TERMS 


20162899-00 


Net 30 


1/14/2016 


WORK DONE AT 


Hartford Police Department 
Intell Phase 2 
Contact: Tom Bowley 
Office: 860-757-4121 
Cell: 860-816-4427 


QUANTITY _II DESCRIPTION 


Final Billing For PO 20162899-00. First Invoice Was 16-38 
$33,424.39 

120 City Security RFP Electrical Labor Rate 

32 City Security RFP IT Labor Rate - Milestone Integration Services. 

Smart Wall commissioning, 40 Training & Customization Hours for 
Intel Analysts \ Intel Commander for Milestone Smart Wall and 
Smart Client customization ( Writing Rules, Customized Views, 
Integration of third party applications into Smart Wall) 

Subtotal 

note: Proposal T Labor Rate Was Incorrectly Priced ! aX $ 105.00 Per 
Hour, Correct Rate Is $95.00 Per Hour. 

Municipal - Tax Exempt 


RATE 


AMOUNT 


CITY Or HARTFORD 

ir» : 27 JV _ 

nent # : / (g ^ 

2S7Z(? cr» ObiBG7^9*0 


HEREIN C0MM0 
SATISFACTORIL' 



Please pay from this invoice. 
No other invoice will be sent. 


rius uansaction commutes the entire ugreemenl between Buyer and Seller, and the Buyer expressly agrees to pay this tstli. together 
'.villi all costs of collection, including reinniibli attorney's fees, in cvetn ;t becomes necessary to refer the same to an attorney for 
colleen™ 11 » understood and agreed that Said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
.'ces ot die Hartford County Bar Association ptevailni|t on due date An Equal OppomaiiivNoixtijcrimmation Employer 


Total 



SIGNATURE 





















Vulcan Security Technologies 

South Windsor, CT 06074 

Phone: (860)-289--8433-— — 

TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 






INVOICE # 


16-285 J 


M ij i yr nLKttlicwm-' 

>ndor_ . - - 

)ocument #:._ l&zL. fe.—- 


PO* 120163415-0 



3/11/2016 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Pole #4 - Albany Ave & Burton St. (Backhaul via Pole #5) (Installed 

In Place Of Pole # 12B Allyn Street & High Street (Backhaul to 
Hartford Insurance Group)Per Tom Bowley And Sargent 

Johnmichael O'Hare) 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MFC 11PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 

89.10 

89.10T 

1 

P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

Fluidmesh FMI200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

632.50 

632.50T 

1 

Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

Milestone XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 

97.50 

195.00T 

1 

License 

Meridian Technologies - Unmanaged High Temperature Range 

393.75 

393.75T 

1 

Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 

350.00 

350.00T 

1 

Temperature Range 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

380.64 

380.64T 


120V AC 

-— 



No other invoice wilt be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppooimity/Ncmdiscrtmination Employer. 


Total 


SATISl 

FIN^k 
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Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 


■Kfeirjj 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


DATE 3/11/2016 


PO# 20163413-00 


TERMS Net 30 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

l 

120VAC LED BLUE 

8.50 

8.SOT 

1 

Supplementary Mini Circuit Breaker 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fiuidmesh Radio and IP Cameras 

Pole #12A - Union Place & Allyn Street (Backhaul to Pole #12B 

Allyn Street & High Street) 

95.00 

. ‘ ‘""1- 

760.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seiler, and tlie Buyer expressly agrees to pay this biU, together 
with all costs of collection, including reasonable attorney’s fees, in event H becomes necessary to refer the same to an attorney for 
collect uw It is understood and agreed that said reasonable attorney's fees shall be the same as ret forth in the schedule of minimum 
fees of the I hut ford County Bar Association prevailing on due date. An Equal Opportunhy/Nooducnmination Employer 


Total 
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Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


<>$/> 


INVOICE # 


16-285 




mvw.vulcansccurily.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


PO# 20163413-00 


Net 30 


TERMS 


DATE 3/11/2016 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
- Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-lris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wail/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

1,034.10 

2.068.20T 

1 

Axis Q6045-E MK II PTZ 1080P 32X Zoom Camera 

3,239.10 

3.239.10T 

2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

53.10 

106.20T 

2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

75.60 

151.20T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the coin; agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 

with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood rad agreed dial said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Etptal Opportunity/Noodiscrimmation Employer. 


Total 
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Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 




www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


PO# 


TERMS 


20163413-00 


Net 30 


DATE I 3/11/2016 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

L105.00T 

3 

XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

292.50T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

--- 

32.50T 


Please pay from this Invoice. 
No other invoice will be sent. 


Hus transaction constitutes the entire agreement between Buyer anti Seller, and the Buy er expressly agrees to pay this bin. together 

with all costs of collection, including reasonable attorney's fees, m event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 


\vw\v. vulcansccurity.ncl 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


DATE I 3/11/2016 


PO# 20163413-00 


TERMS Net 30 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

19.25 

19.25T 

1 

Black Extension Arm for City Decorative Light Pole for line of sight 
fluidmesh installation 

500.00 

500.00T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

Pole #12B - Allyn Street & High Street (Backhaul to Hartford 
Insurance Group) Installed At Pearl St Fire Station Roof Per Tom 
Bowley And Sargent Johnmichael O'Hare 

95.00 

760.00T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1,265.00T 

2 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

2,210.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

-r— 

393.75T 


-• „ 

No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer tux] Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collectiou. including reasonable attorney's fees, in esenl it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as sat forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opponunity/Nandtscriminsrion Employer. 


Total 
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Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 



www.vulcansecuritj'-nct 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


PO# 20163413-00 


TERMS 


Net 30 


DATE 3/11/2016 


WORK DONEAT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

2 

HGX Type Universal Mount 

37.49 

74.98T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

I 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.SOT 

1 

Supplementary Mini Circuit Breaker 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Bujer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in exeat it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable anorney’s fees shall be the same ss set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal OpportunityfNondiscriminatkm Employer 


Total 



SIGNATURE 


























Vulcan Security Technologies 


South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


PO# 20163413-00 


TERMS 


DATE 3/11/2016 


Net 30 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Pole #13 - Allyn St & Ann Uccello (Backhaul to Hartford Insurance 
Group) Sean Peter Tyler 3/9/16 



2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
- Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

1,034.10 

2,068.20T 

1 

Axis Q6045-E MK11 PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

53.10 

106.20T 

2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

75.60 

151.20T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 

with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportimiiy/Nondiscrtrnmation Employer, 


Total 



SIGNATURE 























Vulcan Security Technologies 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 




wAvw.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


TERMS 


20163413-00 


Net 30 


DATE 3/11/2016 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

L105.00T 

3 

XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

292.50T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Buyer expressly agrees to pay this bill, together 

with all costs of collection, including reasonable attorney's lees, in event it becomes necessary to refer tile sane to an attorney fot 
collection. It is undersood mi agreed that said reasonable nnomey'j fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opponunily/Nondiseriminalion Employer 


Total 
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Vulcan Security Technologies 


South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-285 


WAVw.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 


PO# 120163413-00 


Net 30 


TERMS 


DATE 3/11/2016 


WORK DONE AT 


Hartford Police Department 

HPD Street Camera Project 

Contact: Tom Bowley, Proposal AAAQ1395 

Office: 860-757-4121 

Cell: 860-816-4427 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 


220.00 

220.00T 

1 

EXM FF 118 Exit Filter 


176.25 

176.25T 

1 

EXM Tamperproof Thermostat 


27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 


118.75 

118.75T 

1 

120VAC LED BLUE 


8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 


19.25 

19.25T 

1 

Black Extension Arm for City Decorative Light Pole for line of sight 

500.00 

500.00T 


fluidmesh installation 




1 

Miscellaneous Electrical Materials for Custom Panel Build 


437.50 

437.50T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 

85.00 

L360.00T 


Enclosure Build 




16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 

95.00 

760.00T 


of Fluidmesh Radio and IP Cameras 

Subtotal 



56,717.37 


Municipal - Tax Exempt 


0.00% 

0.00 

Please pay from this Invoice. 

No other invoice will be sent 

Total 

-C 

$56,717.37 


This transaction constitutes the attire agreement between Buyer aid Seller, and the Buyer expressly agrees to pay this bill, together 

with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer tbe same to si attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule or minimum 
fees of the Haitford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer. 



SIGNATURE 






















V 

Vulcan Security Technologies / 

-South Windsor. CT 06074 
Phone: (860)-289-8433 
TIN 06-1 109404 



/ 


C INVOICE# 

HEREIN COyMQDiTIES AND/OR SI 



www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
SGT Johnmichael O'Hare 
50 Jennings Road 
Hartford. CT 06103 
United States 


PO#( 

20163910-00 ^ 



terms'*" 

"- • . Net 30 ) { 

DATE 

3/28/201 (1 


WORK DONE AT 

/ 

Hartford Police Department 

Contact: Sgt. Johnmichael O'Hare 
Hawkeye Effect Shotspotter/Milestone 
Integration Proposal # AAAQ1210 



QUANTITY 


1 

! 

1 

40 


24 

24 


DESCRIPTION 


Havvkeye Effect - Base Unit 
Hawkeye Effect - Shotspotter Link 
Hawkeye Effect - Milestone Link 
Hawkeye Effect - Camera Link (Fixed or P I Z) 

Mawkview (Map PTZ Geofencing)- 1 Workstation License - FREE. 
Included by Savuux 

Vulcan Installation and Setup of Hawkview Client - FREE. Included 
by Vulcan 

Hawkeye Effect - Block Support Hours from Savvux 

Vulcan IT / Security Integration Rate for Milestone Side Integration - 

City Security RFP Rale 

2 Years Support / License Renewal Fee 

Subtotal 

Municipal - Tax Exempt 



Please pay from this invoice. 
No other invoice will be sent. 


This n an suction consmuic: 
with all costs of collection 
collection It is undefMt>tH| 
fees of the Hartford Oxr 



lWiit¥ c 


\ailing on due date 


*ly agree 

ent it becomes necesi^r^o refer the 
ilsTgcs shall be the satire as set forth in 


sio pa} this bill together 
lime to an atutniey for 
|he schedule of minimum 
on Employer 


'SZYeJg 


Pro: 2(ioi y __ 

Amount : _ *58° * > ~~ 

Authorized Agen t /fit 7EK 


Signature 


RATE 


1.500.00 
1.000.00 
1 . 000.00 
750.00 
0.00 

0.00 

200.00 

95.00 

12,500.00 

0.00% 


Total 


1 


AMOUNT 


1.500.00T 
1,000.00T 
1.000.00T 
30.000.GOT 
0.00T 

0.00T 

4.800.00T 
2.280.00T 

12,500.OOT 
53,080.00 
0.00 




$53,080.00 


SIGNATURE 








/Vulcan Security Technologies 

400 Chapel Rd. Unit 3i . 

South Windsor, CT 06074 s' 

Phone: (860)-289-8433 
TIN 06-1109404 _— 





ilMi 


INVOICE # 


V# 


9TB4 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 



Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 




DESCRIPTION 


Purchase Order Received 1/15/16 

Pole #1 - Blue Hills Ave & East Burnham St (City Signal Pole 
#27150N).(Backhaul to Upper Blue Hills Public Library Branch) 
Installed 5/4/16 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 
Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

XProtect Corporate Device License 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

HGX Type Universal Mount 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 


RATE AMOUNT 


Please pay from this Invoice. 
No other invoice will be sent 


Total 


1.439.10 

3.239.10 
89.10 


632.50 

1,105.00 

246.75 
97.50 

37.49 

393.75 


1,439.10T 
3,239.10T 
89.10T 


632.50T 

U05.00T 

493.50T 

195.00T 

37.49T 

393.75T 


mmmm 


IRJJ'd Seller, and the Buyer expressly agrees to pay this bill, together 
y'sfeea, m event it becomes necessary to refer the same to an attorney for . 


Page 1 


FINAL, 



.QUIDIUCMT 


















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 

95.00 

0.00T 


No other invoice will be sent 


Total 


TCs transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It >s understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


SIGNATURE 


Pago 2 



















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


SubTotal 

Pole #2 - Tower Ave & Main Street (City Pole 7104) (Backhaul to 
Journalism and Media Academy) Installed 5/516 


13,474.17 

1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1.439.10T 

1 

Axis Q6045-E MKII PTZ 1080P 32X Zoom Camera 

3,239.10 

3.239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

U05.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an atlomey for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportumty/Nondiscrinu'nation Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


KW A 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

16 

City Security REP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


13,474.17 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Oppoitunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Pole #3 - Albany Ave & Blue Hills Ave (Backhaul to 1250 Albany 
Avenue Hartford Public Library Branch) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1.439.10T 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3.239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

L105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 


No other invoice will be sent 


Thu transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity,'Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.7 

1 

NEMA 4-12 Enclosure 24x 12x10 

230.C 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.C 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.2 

1 

EXM FF 018 Outdoor Filter Fan 

220.C 

1 

EXMFF 118 Exit Filter 

176.2 

1 

EXM Tamperproof Thermostat 

27.5 

1 

120V AC Inline Surge Suppressor 

118.7 

1 

120VAC LED BLUE 

8.5 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.2 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.5 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.C 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.C 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.C 


Date 

SubTotal 



Pole #4 - Albany Ave & Burton St. (Backhaul via Pole #5) 



Please pay from this invoice. 

No other invoice will be sent. TOtltl 



AMOUNT 


993.74T 

230.00T 

135.00T 

32.50T 

220.00T 

176.25T 

27.50T 

118.75T 

8.50T 

19.25T 

437.50T 

0.00T 

0.00T 

0.00T 


10,754.17 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer tlic same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Non disen'mination Employer 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


5/5/2016 


WORKDONEAT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY DESCRIPTION 


Installed In Place Of Pole # 12B Per Tom Bowley And Sargent 
Johnmichael O'Hare. Sean Peter Tyler 3/10/16 16-285 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

Axis Q6045-E MK IIPTZ 1080P 32X Zoom Camera 
Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

XProtect Corporate Device License 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 
Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120V AC 

HGX Type Universal Mount 


Please pay from this invoice. T 

No other invoice will be sent. Total 


RATE AMOUNT 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


SIGNATURE 






















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY DESCRIPTION 


Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

NEMA 4-12 Enclosure 24x12x10 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

EXM FF 018 Outdoor Filter Fan 

EXMFF 118 Exit Filter 

EXM Tamperproof Thermostat 

120V AC Inline Surge Suppressor 

120VAC LED BLUE 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 
Miscellaneous Electrical Materials for Custom Panel Build 
City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

City Security RFP # 5601 Electrical Labor - Installation at Pole 
City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 
SubTotal $14,234.17 Installed 3/11/16 Invoice 16-285 

Pole #5 - Albany Ave & Garden St (Backhaul to Hartford Insurance 
Group) 


RATE 


AMOUNT 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the some to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiserimination Employer 



Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1.439.10T 

1 

Axis Q6045-E MKII PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 

P5 5-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1.265.00T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

Fluidmesh 1200 VOLO 60 Megabit Throughput License. 

1,423.75 

1.423.75T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120VAC 

380.64 

380.64T 

2 

HGX Type Universal Mount 

37.49 

74.98T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

l 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


12,847.91 


Pole #6 - Albany Ave / Bedford Mall (Backhaul to Hartford 

Insurance Group) 




No other invoice will be sent. 


Thu transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppotlunily/Nondiscnmmation Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

l 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.491' 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 


No other invoice will be sent 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as sel forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscriminalion Employer 


SIGNATURE 


Page 11 



















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP #5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


10,754.17 


Pole #7 - Albany Ave & Center Street (Backhaul to Global Academy) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1.439.10T 

1 

Axis Q6045-E MK 0 PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppoitunity/Nondiscrhnination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorneys fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscriraination Employer. 


Total 



Page 13 






















Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

O.OOT 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

O.OOT 


Date 

SubTotal 


10,754.17 


Pole #8A - Woodland & Asylum (Backhaul to Pole in front of 999 
Asylum, Relay to HIG) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MK U PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 


No other Invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with alt costs of collection, including reasonable attorney's lees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1.105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


10,754.17 


Pole #8B - Pole in front of 999 Asylum, Line of Sight Relay for Pole 
#8A (Backhaul to Hartford Insurance Group) 



2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1,265.00T 

2 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

2,210.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the sane as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

2 

HGX Type Universal Mount 

37.49 

74.98T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radios 8 HoursTo Be Billed At Later Date 

95.00 

O.OOT 


SubTotal 


7,073.36 


Pole #9 - Farmington Ave & Sisson Ave (Backhaul to Hartford 
Insurance Group) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MK E PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 


rlease iiuiii tins mvuice. 

No other invoice will be sent. 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportimity/Nondiscrimination Employer. 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 






INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is \mderstood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscriraination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

O.OOT 


Date 

SubTotal 


10,754.17 


Pole #10 - Farmington Ave & Sigourney Street (Backhaul to North 
West Police Substation @211 Farmington Avenue) 



1 

Axis Q6000-E 8 Megapixel 360 Dome EP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MKII PTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the enure agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscnmmation Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500V A Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

----1- 

85.00 

0.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppottunity/Nondiscriminalion Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

O.OOT 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


10,754.17 


Pole #11 - Cogswell Street & Farmington Ave (Backhaul to Hartford 
Insurance Group) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection- It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Oppoitunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.SOT 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 


Please pay Irom this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the I lartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimmation Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 

m 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 

TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


10,754.17 


Pole #12A - Union Place & Allyn Street (Backhaul to Pole #12B 

Allyn Street & High Street) 

Sean Peter Tyler 3/9/16 3/12/16 16-285 



2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

0.00 

' .II. 



Please pay from this invoice. 
No other invoice wili be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of die Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 

M 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

0.00 


2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

0.00 


2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

0.00 


1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

0.00 


1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

0.00 


1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

0.00 


3 

XProtect Corporate Device License 

0.00 


3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

0.00 


1 

Meridian Technologies - Umnanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

0.00 


1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

0.00 



Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be die same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscriniination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




ILCAFf 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

1 

HGX Type Universal Mount 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

1 

NEMA 4-12 Enclosure 24x12x10 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

1 

EXM FF 018 Outdoor Filter Fan 

1 

EXM FF 118 Exit Filter 

1 

EXM Tamperproof Thermostat 

1 

120V AC Inline Surge Suppressor 

1 

120VAC LED BLUE 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

1 

Black Extension Arm for City Decorative Light Pole for line of sight 
fluidmesh installation 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 


RATE 


AMOUNT 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportimity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




VOlCaFT 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


SubTotal $15,964.92 Installed 3/11/16 Invoice 16-285 

Pole #12B - Allyn Street & High Street (Backhaul to Hartford 
Insurance Group) 

Installed At Pearl St Fire Station Roof Per Tom Bowley And Sargent 
Johnmichael O'Hare Sean Peter Tyler 3/10/16 16-285 

0.00 

0.00 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

0.00 


2 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

0.00 


1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

0.00 


1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

0.00 


1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

0.00 


2 

HGX Type Universal Mount 



1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 


1 

NEMA 4-12 Enclosure 24x12x10 

0.00 


1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

0.00 


2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

0.00 


1 

EXM FF 018 Outdoor Filter Fan 

0.00 



Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as sex forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppoitunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXMFF 118 Exit Filter 

0.00 


1 

EXM Tamperproof Thermostat 

0.00 


1 

120V AC Inline Surge Suppressor 

0.00 


1 

120VAC LED BLUE 

0.00 


1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

0.00 


1 

Miscellaneous Electrical Materials for Custom Panel Build 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 



16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

0.00 


8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radios 

SubTotal $10,553.36 Installed 3/11/16 Invoice 16-285 

Pole #13 - Allyn St & Ann Uccello (Backhaul to Hartford Insurance 
Group) 

Sean Peter Tyler 3/9/16 16-285 

0.00 

i 

0.00 


No other invoice will be sent 


Total 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Equal Opportunity/Notidiscrimiiialion Employer. 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 






INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

0.00 


1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

0.00 


2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

0.00 


2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

0.00 

1 



No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessaiy to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




1 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


DESCRIPTION 


QUANTITY 


Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

XProtect Corporate Device License 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

1 Meridian Technologies - Unmanaged High Temperature Range 

Ethernet Switch - 8 Port Gigabit - PoE+ 30W 
1 Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 

Temperature Range 

1 SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 VAC 

1 HGX Type Universal Mount 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

NEMA 4-12 Enclosure 24x12x10 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 
Door Lock NEMA 4-12 Enclosures, Wing Handle 


Please pay from this invoice. 

No other invoice will be sent 1 0131 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportumty/Nondiscrimination Employer. 


AMOUNT 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




m 

m 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY _ DESCRIPTION ___ 

I EXM FF 018 Outdoor Filter Fan 

1 EXM FF 118 Exit Filter 

1 EXM Tamperproof Thermostat 

1 120V AC Inline Surge Suppressor 

1 120VAC LED BLUE 

1 Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

1 Black Extension Arm for City Decorative Light Pole for line of sight 

fluidmesh installation 

1 Miscellaneous Electrical Materials for Custom Panel Build 

16 City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

16 City Security RFP #5601 Electrical Labor - Installation at Pole 

8 City Security RFP # 5601 IT Labor - Configuration and Calibration 

of Fluidmesh Radio and IP Cameras 
SubTotal $15,964.92 Installed 3/11/16 Invoice 16-285 

Pole #15 - New Britian Ave & Newington Ave (Backhaul to 
Batchelder School) 

1 Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1 Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 


RATE 


AMOUNT 



Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth tn the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppommity/Nondiscrimination Employer 


Total 


1,439.10T 
3,239.10T 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 _ 


Net 30 DATE 


WORK DONE AT 


5/5/2016 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 


1 


DESCRIPTION 


Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

XProtect Corporate Device License 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 
Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120V AC 

HGX Type Universal Mount 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

NEMA 4-12 Enclosure 24x12x10 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

Door Lock NEMA 4-12 Enclosures, Wing Handle_ 


Please pay from this invoice. _ . 

No other invoice will be sent. * 0131 


TTris transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, m event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer. 


RATE AMOUNT 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS Net 30 \ DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 


DESCRIPTION RATE AMOUNT 


EXM FF 018 Outdoor Filter Fan zzu.uu zzu.uui 

EXM FF 118 Exit Filter X16 _ 2 ^ 

EXM Tamperproof Thermostat 27.50 Z/. 5U1 

120V AC Inline Surge Suppressor ll!i ^ 

120VAC LED BLUE *-50 8.50T 

Supplementary Mini Circuit Breaker 1 iy - ZJ 1 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

Miscellaneous Electrical Materials for Custom Panel Build 437.50 437.50T 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 85.00 0.00T 

Enclosure Build 16 HoursTo Be Billed At Later Date 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 85.00 0.00T 

HoursTo Be Billed At Later Date 

City Security RFP # 5601 IT Labor - Configuration and Calibration 95.00 O.OOT 

of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

SubTotal 10,754.17 

Pole #16 - Fairfield Ave. & Maple Avenue (Backhaul to Goodwin 
Park Golf Course) 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 1,439.10 1,439.10T 

Axis Q6045-E MK H PTZ 1080P 32X Zoom Camera 3,239.10 3,239.10T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney s fees shall be the same as set forth m die schedule of minimum 
fees of the Hartfbtd County Bar Association prevailing on due date An Equal OpportunityiT-Jondiscritnination Employer. 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1.105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

--j— 

32.50T 


This transaction constitutes the entire agreement between Buyer and Seller, end the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscriminalion Employer. 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




- wlcaf 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00_ 


TERMS Net 30_ DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 


1 

1 

1 

1 

1 

1 


DESCRIPTION 


EXM FF 018 Outdoor Filter Fan 
EXM FF 118 Exit Filter 
EXM Tamperproof Thermostat 
120V AC Inline Surge Suppressor 
120VAC LED BLUE 
Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 
Miscellaneous Electrical Materials for Custom Panel Build 
City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 
City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 
SubTotal 

Pole #17 - Maple Avenue & Campfield Avenue (Backhaul to 
Hartford Public Library Campfield Branch) 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 


AMOUNT 


220.00 

220.00T 

176.25 

176.25T 

27.50 

27.50T 

118.75 

118.75T 

8.50 

8.50T 

19.25 

19.25T 

437.50 

437.50T 

85.00 

0.00T 

85.00 

0.00T 

95.00 

0.00T 


10,754.17 


1.439.10 

3.239.10 


1,439.10T 
3,239.10T 


Please pay from this invoice. 
No other invoke will be sent. 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppoitunity/Nondiscrimination Employer. 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




mS{ 


INVOICE # 


16-497 


www. vulcansecurity. net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00_ 


TERMS Net 30_ DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 


1 


DESCRIPTION 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

XProtect Corporate Device License 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 
Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 
120V AC 

HGX Type Universal Mount 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 

Tamper, Tilt, Power Monitoring) 

NEMA 4-12 Enclosure 24x12x10 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

Door Lock NEMA 4-12 Enclosures, Wing Handle __ 

Please pay from this invoice. j . 

No other invoice will be sent. A 0l3I 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, m event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimmation Employer. 


RATE AMOUNT 


89.10 

89.10T 

632.50 

632.50T 

1,105.00 

246.75 

97.50 

1,105-OOT 

493.50T 

195.00T 

393.75 

393.75T 

350.00 

350.00T 

380.64 

380.64T 

37.49 

993.74 

37.49T 

993.74T 

230.00 

135.00 

16.25 

230.00T 

135.00T 

32.50T 
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Vulcan Security Technologies 


c*: 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


"VULCANl 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, lOka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 

SubTotal 

Pole #18 - Wethersfield Ave & Airport Road (Backhaul to Dwight 
School) 

95.00 

0.00T 

10,754.17 

1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MK II PTZ 1080P 32X Zoom Camera 

3,239.10 

-i— 

3,239.10T 


No other Invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
foes of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 






INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

:-:— — 1 I - 

16.25 

l 

32.50T 


No other invoice will be sent. 


This transaction constitutes the enure agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, m event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorneys fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 



Page 38 

















Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO # 20163413-00 


Net 30 


TERMS 


DATE 


WORKDONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP #5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 

SubTotal 

Pole #19 - South Street & Franklin Ave (Backhaul South End Fire 
Company 10) 

95.00 

-1- 

0.00T 

10,754.17 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




■YUEan^ 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

1,034.10 

2,068.20T 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

53.10 

106.20T 

2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

75.60 

151.20T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of mmimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opponunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www. vulcansecurity. net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Chromated and powder coated aluminum wall mount for AXIS 

P5 5-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1,265.00T 

1 

Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

1,522.50 

L522.50T 

1 

Fluidmesh 1200 VOLO 60 Megabit Throughput License. 

1,423.75 

1,423.75T 

3 

XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

292.50T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120V AC 

380.64 

380.64T 

2 

HGX Type Universal Mount 

37.49 

74.98T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

135.00 

135.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Erpial Oppottunity/Kondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


DATE 


PO# 


TERMS 


20163413-00 


Net 30 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Wine Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Black Extension Arm for City Decorative Light Pole for line of sight 
fluidmesh installation 

500.00 

500.00T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 

95.00 

0.00T 


Date 

SubTotal 


14,996.16 


Pole #20 - Barker Street & Franklin Avenue (Backhaul to Pole #19) 



1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

-:-i— 

1,439.10T 


No other invoice will be sent 


This transaction constitutes the entire egreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/NondiscriminatioD Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 V AC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit - 12" Enclosure Width 

- -. 1 .. ■—j-:-1- 

135.00 

-1— 

135.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




VULCAKf 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 

SubTotal 

Pole #21 - Franklin Avenue & Bond Street (Backhaul to Pole # 19) 

Note: This a wooden Eversource owned light pole. Final approval 
and attachement must be approved by Eversource. 

95.00 

..- 

0.00T 

10,754.17 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, m event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportimity/Nondiscriimnation Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 






INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6000-E 8 Megapixel 360 Dome IP66 Rated. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MKIIPTZ 1080P 32X Zoom Camera 

3,239.10 

3,239.10T 

1 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 

89.10 

89.10T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Meridian Technologies - Unmanaged High Temperature Range 
Ethernet Switch - 8 Port Gigabit - PoE+ 30W 

393.75 

393.75T 

1 

Meridian Technologies - Power Supply 48VDC 5 Amp - Wide 
Temperature Range 

350.00 

350.00T 

1 

SolaHD 500VA Offline Din Rail Uninterruptible Power Supply 

120 VAC 

380.64 

380.64T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

-------:-1- 

230.00 

--—*— 

230.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees stall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscriminalion Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

l 

EXM FF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

437.50 

437.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 8 HoursTo Be Billed At Later 
Date 

SubTotal 

Backhaul Site for Pole #1 - Blue Hills Public Library Branch 

95.00 

0.00T 

10,754.17 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

- I - 

632.50T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunitv/Nondiscmninarion Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


TERMS 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 




DESCRIPTION 


Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

HGX Type Universal Mount 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 16 HoursTo Be Billed At Later Date 
Miscellaneous Electrical Materials for installation of Fluidmesh 
Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 
City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 4 HoursTo Be Billed At Later Date 
SubTotal 

Backhaul Site for Pole #2 - Journalism and Media Academy (With 
Relay Point on Tower Ave.) 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

HGX Type Universal Mount 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End Within School 32 HoursTo Be Billed At 
Later Date 

Miscellaneous Electrical Materials for installation of Fluidmesh 
Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable 81101116/5 fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer, 


Total 


RATE AMOUNT 


0 1.105.00T 

9 37.49T 

0 0.00T 

250.00 250.00T 



95.00 


85.00 


0.00T 


2,024.99 


632.50 1,897.50T 

1,105.00 3,315.00T 

37.49 112.47T 


0.00T 


500.00 500.00T 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


wwvv.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 4 HoursTo Be Billed At Later Date 

95.00 

0.00T 

1 

Newmar SPM-200 Site Power Monitor (Includes Temperature, 
Tamper, Tilt, Power Monitoring) 

993.74 

993.74T 

1 

NEMA 4-12 Enclosure 24x12x10 

230.00 

230.00T 

1 

ES Series Enclosure Pole Mount Kit -12" Enclosure Width 

135.00 

135.00T 

2 

Door Lock NEMA 4-12 Enclosures, Wing Handle 

16.25 

32.50T 

1 

EXM FF 018 Outdoor Filter Fan 

220.00 

220.00T 

1 

EXMFF 118 Exit Filter 

176.25 

176.25T 

1 

EXM Tamperproof Thermostat 

27.50 

27.50T 

1 

120V AC Inline Surge Suppressor 

118.75 

118.75T 

1 

120VAC LED BLUE 

8.50 

8.50T 

1 

Supplementary Mini Circuit Breaker 

Mini Circuit Breaker, 10ka, C curve, 2 pole, 20A, Semko, CE. 

19.25 

19.25T 

1 

Miscellaneous Electrical Materials for Custom Panel Build 

312.50 

312.50T 

0 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation at Pole 16 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radios At Pole 8 HoursTo Be Billed At Later Date 

95.00 

0.00T 


SubTotal 


8,098.96 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with afl costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fiscs shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Backhaul Site for Pole #3 - Albany Ave Hartford Public Library 
Branch 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

632.50 

632.50T 

1 

Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 


1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 

85.00 

0.00T 

1 

Radio to Network Head End 32 HoursTo Be Billed At Later Date 
Miscellaneous Electrical Materials for installation of Fluidmesh 

500.00 

500.00T 

0 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 
City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 

95.00 

0.00T 


Radio 8 HoursTo Be Billed At Later Date 

SubTotal 

Backhaul Site for Poles #4, 5, 6, 8, 9, 11, 12, 13 - The Hartford 
Insurance Group - HPD Radio Site 

North FM 3200 Base Radio Covered by Scope of Hartford Public 
Works - Sigourney Street Surveillance Project 

West FM 3200 Base Radio Covered by Scope of Conference Of 
Churches / MHIS Network Project 


2,274.99 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Fluidmesh 3200 Base Single MIMO Radio Device. Integrated 120 
Sector Antenta, 2 Ethernet Ports. 

2,100.00 

4,200.00T 

2 

Fluidmesh Software Plugin, Enable Unlimited (150Mbil/s) 
Throughput in FM3200 Device 

1,093.75 

2.187.50T 

2 

Non Penetrating Roof Mount 1.25" Diameter 60.5" Height 

107.49 

214.98T 

1 

Miscellaneous Electrical Material for Installation (CAT-6 Outside 
Plant Cable, Ballast Blocks, EMT Conduit, Connectors, Couplings, 
Fasteners, etc...) 

1,250.00 

1,250.00T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Flead End, Linking of Downstream Radios 48 
HoursTo Be Billed At Later Date 

85.00 

0.00T 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 16 HoursTo Be Billed At Later Date 

95.00 

0.00T 


SubTotal 


7,852.48 


Backhaul for Pole #7 - Global Academy 



1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 40 HoursTo Be Billed At Later Date 

85.00 

O.OOT 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

500.00 

500.00T 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 

95.00 

O.OOT 


SubTotal 


2,274.99 


Backhaul for Pole #10 - North West HPD Substation @211 
Farmington Ave. 



1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 40 HoursTo Be Billed At Later Date 

85.00 

O.OOT 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

500.00 

500.00T 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 

95.00 

O.OOT 


SubTotal 


2,274.99 


Backhaul for Pole #14 - Parkville School 




Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




[LCAgf 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


PO# 20163413-00 


Net 30 


TERMS 


DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 40 HoursTo Be Billed At Later Date 

85.00 

0.00T 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

500.00 

500.00T 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 

SubTotal 

Backhaul for Pole #15- Batchelder School 

95.00 

0.00T 

2,274.99 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 40 HoursTo Be Billed At Later Date 

85.00 

0.00T 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

500.00 

500.00T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal OpportunityNondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TTN 06-1109404 



INVOICE # 


16-497 




www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 

95.00 

0.00T 


Radio 8 HoursTo Be Billed At Later Date 

SubTotal 


2,274.99 


Backhaul for Pole #16 - Goodwin Park Golf Course 




Note: Goodwin Park Golf Course does not have a city fiber backbone 
connection - it is connected via a leased Comcast cable line which has 
sufficient upstream bandwidth to backhaul the proposed cameras, but 
is subject to greater downtime and peak time loss of bandwidth. As 
such, the cameras at Fairfield and Maple will be recorded to both 

High Street AND the local Milestone recording server at Goodwin 
Park so events are recorded even if the cable internet connection is 
lost. 



1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

250.00 

250.00T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It ts understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportune ty/Nondiscnmination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




Ear 4 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 

SubTotal 

Backhaul for Pole #17 - Campfield Public Library Branch 

95.00 

0.00T 

2,024.99 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

HGX Type Universal Mount 

37.49 

37.49T 

0 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 16 HoursTo Be Billed At Later Date 

85.00 

0.00T 

1 

Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

250.00 

250.00T 

0 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 

SubTotal 

Backhaul for Pole #18 - Dwight School 

95.00 

0.00T 

2,024.99 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 
-:-.— 

1,105.00T 


No other invoice will be sent. 


TOs transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hanford County Bar Association prevailing on due date An Equal Opportunity ^Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




ilcaft 


INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


TERMS 


20163413-00 


Net 30 


DATE 


5/5/2016 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


QUANTITY DESCRIPTION 


1 HGX Type Universal Mount 

0 City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 32 HoursTo Be Billed At Later Date 
1 Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 

0 City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 
SubTotal 

Backhaul for Pole #19, 20, 21 - South End Fire Station Company 10 

1 Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

1 Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

1 HGX Type Universal Mount 

0 City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 16 HoursTo Be Billed At Later Date 
1 Miscellaneous Electrical Materials for installation of Fluidmesh 

Radio (EMT Conduit, Hangers, Connectors, Cable, Fire Stop, Etc...) 
0 City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 8 HoursTo Be Billed At Later Date 
SubTotal 


RATE AMOUNT 



500.00 500.00T 


95.00 


85.00 


95.00 


O.OOT 


2,274.99 


632.50 632.50T 


1,522.50T 

37.49T 

O.OOT 


500.00 500.00T 


O.OOT 


2,692.49 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all COSO of collection, including reasonable attorney's fees, m event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-497 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


20163413-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Thomas Bowley 
253 High Street 
Hartford, CT 06103 
Untied States 


5/5/2016 


QUANTITY DESCRIPTION 


Post Installation Fine-Tuning, Calibration, Aiming Changes, 
AutoTracking Calibration (One IT Tech One Electrician) 

0 City Security RFP # 5601 IT Labor 40 HoursTo Be Billed At Later 
Date 40 HoursTo Be Billed At Later Date 
0 City Security RFP # 5601 Electrical Labor 40 HoursTo Be Billed At 
Later Date 
SubTotal 


95.00 


85.00 


AMOUNT 


0.00T 


0.00T 


253 High Street System Integration & Client Setup 

City Security RFP # 5601 IT Labor 40 HoursTo Be Billed At Later 
Date 


95.00 


0.00T 


Integration of new Cameras to Intel Smart Wall & Operator Training 
@ 50 Jennings Intel Center 

City Security RFP # 5601 IT Labor 40 HoursTo Be Billed At Later 
Date 


95.00 


O.00T 


Shipping 

Municipal - Tax Exempt 


2,500.00 2,500.00T 

0.00% 0.00 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


Total 


$242,538.82 
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Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


QUANTITY 


1 

1 

1 

2 

2 

200 

1 

16 

8 


DESCRIPTION 


PO 20164756-00 Received 4/22/16 Material 16-510 
Soldier's Arch (Back Haul Location) 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

Fluidmesh 1200 VOLO 10 Megabit Throughput License. 

Upgrade Ethernet Throughput from 60Mbit/s to Unlimited 
(lOOMbit/s) for 1200V Radio 
HGX Type Universal Mount 

CAT 6 Keystone Jack, U-Style Ethernet Data Jack, Shielded 
CAT-6 Shielded Non-Plenum Cable - White Jacket - Solid Core (per 

ft.) 

Miscellaneous Electrical Material for WOF HARTFOR 
City Security RFP # 5601 Electrical LaBpr M 

City Security RFP # 5601 IT Labe ^ | t < g'~ 


RATE 


1 Document#:, 


SubTotal 


Bushncll Carousel (Back Haul Loc^$|Qflj)ed Agential; 


UWVWIMVI It »» . 

0rg:mi4i\L. Object ion Z ^ *** 

Amount S - 



. Jtf 
Rtonaturs 

Meridian Technologies US8GT8POEH 8 Port POE Switch - Hardend 
Temperature Range 


AMOUNT 


632.50 

L265.00T 

1,105.00 

1,105.00T 

925.00 

925. OOT 

600.00 

600.00T 

22.49 

44.98T 

4.38 

8.76T 

0.59 

118.00T 

250.00 

250.00T 

85.00 

L360.00T 

— 95.00 

760.00T 


6,436.74 

327.50 

327.50T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


nus transaction eonsutules the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection- It is understood and agreed that said reasonable attorney 's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford Count) Bar Association prevailing on due date. An Equal Opportunity'Nondiscrimination Employer 


SIGNATURE 



405 


J 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


INVOICE # 


16-535 


www.vulcansecuriiy.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


TERMS 


20164756-00 


Net 30 


DATE 


5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


DESCRIPTION 


QUANTITY 


Axis Q6114-E Lightfinder PTZ HDTV PTZ Indoor/Outdoor IP 
Camera. HDTV 720p resolution in 60fps with 30x zoom and top 
performance. Perfect image quality in all directions, without 
distortion. 130db WDR, EIS, automatic defog. Advanced gate keeper. 
With its compact size and repaintable surface, it will easily blend into 
the surroundings. Midspan included. 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 
Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 

Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 

junction boxes and weather shield against sun, rain or snow. _ 

Please pay from this invoice. 

No other invoice will be sent. 1 0t3l 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable anomey's fees shall be the same as set fonb in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opponunity'Nondtserimination Employer 


RATE 


AMOUNT 


2,429.10 2,429.10T 


89.10 


89.10T 


1,034.10 2,068.20T 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-535 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford. CT 06120 
United States 


PO# 

20164756-00 

TERMS 

Net 30 

DATE 

5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


QUANTITY 


2 


DESCRIPTION __ 


Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 
License 

DTK-MRJ45C5E RJ45 Surge Suppressor 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

Upgrade Ethernet Throughput from 60Mbit/s to Unlimited 

(lOOMbit/s) for 1200V Radio 

HGX Type Universal Mount 

Primus Cable Surface Mount Box, 6 Port, White 

Primus Cable CAT-6 2' Red Shielded Ethernet Patch Cable 

PC6PS-2455-2RD 

CAT 6 Keystone Jack, U-Style Ethernet Data Jack, Shielded 
CAT-6 Shielded Non-Plenum Cable - White Jacket - Solid Core (per 

_fy______ 

Please pay from this invoice. T * I 

No other invoice will be sent. 10131 


Tliis transaction constitutes the enure agreement between Htryet and Seller, and (he Buyer expressly agree* to pay tins Ml. together 
with all costs of collection, tndudtng reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is undei stood and agreed that said reasonable attorney 's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dare An Equal Opportunity Nondiscrimination Employer 


RATE 


AMOUNT 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


W, 


INVOICE # 


16-535 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichacl O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


TERMS 


20164756-00 


Net 30 


DATE I 5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichacl O’Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


QUANTITY _DESCRIPTION__ 


48 City Security RFP #5601 Electrical Labor 

1 EMT Conduit, Conduit Hangars, Connectors, Etc... 

48 City Security RFP # 5601 Electrical Labor 

8 City Security RFP # 5601 IT Labor 

SubTotal 

Elm Street & Clinton Street Light Pole 

1 Axis Q6000-E Outdoor-ready 360 situational awareness camera, 

comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 



RATE AMOUNT 


4,080.00T 
937.50T 
4,080.00T 
95.00 760.00T 

18,923.45 


1,439.10 1,439.10T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly specs to pay this bill, logethci 
with all costs of collection, including reasonable attorney 's fees, in even! i( becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney 's fees shall be the same as sel forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity'Nondiscnniuialion Employe! 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


INVOICE # 


16-535 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 20164756-00 


TERMS Net 30 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael OTIare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


DATE 5/25/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK 10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x 1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

3,239.10 

3,239.10T 

1 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 

89.10 

89.101 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.501 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1,265.00T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

Fluidmesh 1200 VOLO 10 Megabit Throughput License. 

925.00 

925.00T 

2 

HGX Type Universal Mount 

-----—----1- 

22.49 

-- 

44.981 


No other invoice will be sent. 


Total 


!h» mniKtkm coroutines Uk entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay Ibis bill, together 
with all costs of collection, including reasonable attorney's fees, in exenl it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity •‘Nondiscrimination Employer 


SIGNATURE 
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16-535 


Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20164756-00 

TERMS 

Net 30 

DATE 

5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.SOT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

Mean Well 12VDC 75 W Hardened PSU 

44.54 

44.54T 

1 

Mean well 48VDC 240W Hardened PSU 

125.01 

125.0 IT 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.441 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

Clinton Street Pole Adjacent Health Department Labs 

95.00 

i 

L520.00T 

15,906.68 


No other invoice will be sent. 


Total 


Thu transaction constitutes the entire agreement between Buyer and Seiler. and the Buyer eepressiy agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in etenl it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney 's fees shall be the same as set forth in the schedule of mimmum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity 'Noodiscritninarion Employer 


SIGNATURE 


Page 6 












Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-535 


vvww. vulcansccurity.net 


SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 201647 56-00 __ 

TERMS Net 30 _ PATE 

_ W ORK DONE AT 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


5/25/2016 


QUANTITY 


DESCRIPTION __ 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK.10+ vandal-resistant outdoor casing. 

Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/cvent handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5 NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 

License ___ —-- 

Please pay from this invoice. Total 

No other invoice will be sent. 1 ola 1 


rate amount 


1,034.10 2,068.20T 


75.60 

151.20T 

53.10 

106.20T 

246.75 

493.50T 

97.50 

195.00T 


This transaction confute, the enure agreed, between Buyer and Setter, and the Buyer TSZbT 

with all costs of collection including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney I 

fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity .Nondiscrimination Employ 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


Sr 


INVOICE # 


16-535 


wvw.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20164756-00 

TERMS 

Net 30 

DATE 

5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


QUANTITY 


1 


DESCRIPTION _ 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 10 Megabit Throughput License. 

HGX Type Universal Mount 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SoIallD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery', AC Failure, Remote Shutdown. 

Meridian Technologies US8GT8POEH 
Mean Well 12VDC 75 W Hardened PSU 
Meanwell 48VDC 240W Hardened PSU 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

City' Security RFP # 5601 Electrical Labor 

City Security RFP # 5601 IT Labor ____ 

Please pay from this invoice. X 1 

No other invoice will be sent. 1 0181 


This transaction constitutes the entire agreement between Buyer and Seller. «n<l the Buys, expressly apices to pay tins bill, together 
nth all costs of collection, mdudmg reasonable attorney's fees, tn event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Equal OpportunityNondiscrimination Employ er 


RATE 


AMOUNT 


632.50 

632.50T 

925.00 

22.49 

835.50 

925.00T 

22.49T 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

327.50 

44.54 

125.01 

129.38 

327.50T 
44.54T 
125.0 IT 
129.38T 

161.44 

625.00 

161.44T 
625.00T 

85.00 

95.00 

2,720.00T 

L520.00T 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-535 


wwvv. vulcansccurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


20164756-00 _ 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O’Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


5/25/2016 


QUANTITY 


DESCRIPTION 


SubTotal 


RATE amount 


11,704.99 


Trinity Street Light Pole Near Soldier's Arch (Finish Line for 
Hartford Marathon) 

Axis Q6000-E Outdoor-ready 360 situational awareness camera, 
comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 


1,439.10 1,439.10T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


Tills transaction constitutes the entire agreement between Buyer am) Seller, awl the Buyer expressly agrees lo pay this Ml. together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection H is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hanford Counly Bar Association prevailing on due date An Equal Opportunity 'Nondiscruntnalion Employer 

Page 9 


SIGNATURE 











Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


clr 


INVOICE# 


16-535 


www.vulcnnsecurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 20164756-00 


TERMS Net 30 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


DATE I 5/25/2016 


QUANTITY 


1 


DESCRIPTION _ 


Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK 10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x 1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, entcr/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 
License 

Fluidmesh FM1200V-HW VOLO 2x2 M1MO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 10 Megabit Throughput License. 

HGX Type Universal Mount 


RATE 


AMOUNT 



Please pay from this invoice. 
No other invoice will be sent. 


mis transaction constitutes the enure agreement between Buyer and Setter, and the Buyer expressly agrees to pay tins bill, together 
with all casts of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to at attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Equal Opportunity Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-535 


\vww. vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford. CT 06120 
United States 


PO# 

20164756-00 

TERMS 

Net 30 

DATE 

5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal U AAAQ1620 


QUANTITY 

DESCRIPTION 

RATE 

amount 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keved Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.591 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.501 

1 

Mean Well 12VDC 75 W Hardened PSU 

44.54 

44.541 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.0 IT 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight. Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.001 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

Bushnell Park Bandshell (Back Hauled to Soldier’s Arch) 

95.00 

-T" 

1,520.00T 

14,146.69 


No other invoice will be sent. 


Total 


Ttus transaction constitutes tin: enure agreement between Buyer anti Seller, and tire Buyet expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It ts understood and agreed lltal raid reasonable attorney's fees shall be the same as set forth in the schedule ot minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity Is'ondiscriniination Employer 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-535 


www.vulcansecurhy.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO n 2016 4756-00 

TERMS Net 30 | DAI 

WORK DONE AT 

Hartford Police Department 
Sgt. Johnmichael O’Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


DATE I 5/25/2016 


QUANTITY 


DESCRIPTION __ 

Axis Q6114-E Light-finder PTZ HDTV PTZ Indoor/Outdoor IP 
Camera. HDTV 720p resolution in 60fps with 30x zoom and top 
performance. Perfect image quality in all directions, without 
distortion. 130db WDR, EIS, automatic defog. Advanced gate keeper. 
With its compact size and repaintable surface, it will easily blend into 
the surroundings. Midspan included. 

Chromated and powder coated aluminum wall mount for AXIS 
P55-series and AXIS Q60-series PTZ dome cameras. Cable routing 
from behind or through 3/4" conduit hole on the side. Includes 
mounting plate, pipe seal, conduit hole cover and AXIS T94A01D 
Pendant Kit for PTZ dome cameras. Color: White 


RATE amount 


2,429.10 2,429.10T 


89.10 89.10T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


Tim transaction comtitulcs the ent.rc ag.ccn.cn. between Buyer and Seller. and ,1 k: Buyer c*p.c«l> agree* to pay tlus bill, together 
»uh all costs of collection, including reasonable attorney's fees, in eseni ii becomes necessary to refer the same to an attorney fot 
"jLIL h t lira, said reasonaWe attorney's fees si,all be the same as «, f-th m the «hedtoeo f n,,n, 

fees of the I lartford County Bar Association prevailing on due date An Equal Opportunily'Nonducnmtnanoti E p . 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-535 


www.vulcansccurity.net 


SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 20164756-00 

TERMS Net 30 [ DAI 

WORK DONE AT 

Hartford Police Department 
Sgt. Johnmichael O’Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


DATE 5/25/2016 


QUANTITY 

2 


DESCRIPTION _ 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-lris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 
Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 
License 


RATE amount 
1,034.10 2.068.20T 


75.60 

151.20T 

53.10 

106.20T 

246.75 

740.25T 

97.50 

292.50T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


Ttlii nans,*.™, the entire agree,«... between B„ve, and Selle. and .he Buyc. ex.nc.K apeea hrpa> ^ 

with all costs of collection, including reasonable attorney's fees, in event .1 becomes necessary to refer the same to an attorney for 
collection It .s understood and agreed that sa.d reasonable attorney 's fees stall be the same as set forth in the schedule of m.nmtum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity 'Nond.scnmmat,on Employe! 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-535 


vvwvv.vulcansecurity.net 


SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 20164756-00 

TERMS Net 30 ( DATE 

WORK DONE AT 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # A A AQ1620 


5/25/2016 


QUANTITY 

- 


DESCRIPTION_ 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

HGX Type Universal Mount 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

Meridian Technologies US8GT8POEH 
MeanWell 12VDC 75W Hardened PSU 
Mean well 48VDC 240W Hardened PSU 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

City Security RFP # 5601 Electrical Labor 

City Security RFP # 5601 IT Labor ___ _ 

Please pay from this invoice. Tntal 

No other invoice will be sent. * OlSII 


RATE 


AMOUNT 


632.50 

632.50T 

1,105.00 

22.49 

835.50 

U05.00T 

22.49T 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

327.50 

44.54 

125.01 

129.38 

327.50T 

44.54T 

125.01T 

129.38T 

161.44 

625.00 

161.44T 
625.00T 

85.00 

95.00 

2,720.00T 

L520.00T 


Tins uatisaetion constitutes the entire agreement between Buyer and Setlei. and die Buvei expressly agrees to pay tins bill, together 
wth all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney tor 
collection It ts understood and agreed that said reasonable attorney 's fees shall be die same as set fortlua the schedule of minimum 
fees of the Hartford County Bar Association prev ailing on due date An Equal Opportunity "Nondiscrimination Employer 


SIGNATURE 
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16-535 


Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


w-vnv.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 





TERMS 


20164756-00 


Net 30 


DATE 5/25/2016 


WORK DONE AT 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
Bushnell Park Area Surveillance 
Proposal # AAAQ1620 


QUANTITY 


DESCRIPTION 

SubTotal 

Integration to Milestone / Real Time Crime Center / Post Installation 

Support & Calibration 

City Security RFP # 5601 IT Labor 


RATE AMOUNT 


14,747.44 


95.00 3,040.00T 


Equipment Rental Fees (Bucket Truck) -Includes Vehicle Insurance, 
Fuel, Etc... 

Police Escort as required by City of Hartford / HPD for Lane Closure 
/ Safety - TO BE PROVIDED BY HPD, No Charge. Costs for 
private jobs to be incurred by Hartford Police Department / City of 
Hartford directly. 

Shipping Estimated - INCLUDED IN TOT AL PRICE 
CALCULATED IN THIS QUOTE (Shipping will be billed at actual 
cost incurred by Vulcan per City security contract #5601) This is a 
not to exceed shipping estimate. 

Municipal - Tax Exempt 


2,500.00 2.500.00T 

0.00 0.00T 


2,000.00 2,OOO.OOT 


0 . 00 % 


Please pay from this invoice. 
No other invoice will be sent. 


Thus transaction constitute, the cnl.rc agreement between Hover and Seller, .ml tlic Buyer expressly agrees to pay tin. bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer die same to an ™ 

collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bat Association prevailing on due dale. An Kqual Opportunity'Nondiscrimination employer. 


Total 


£89,405. 


fSl 












INVOICE # v 

sasss 


SHIPMENT 



Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 


DESCRIPTION 


PO 20164755-00 Received 4/22/16 

253 High Street Wireless Back Haul (B Building Roof) 

Fluidmesh 1300 Otto Single MIMO AC Radio Device, 4.9-5.8GHz 
with Integrated Panel Antenna. 80MHz Channel Width. 

Fluidmesh 1300 Otto UNLIMITED Bandwidth License (500Mbit/s) 
FRM125 Non-Penetrating Roof Mount Sled, 1.25" OD. 

CAT-6 Shielded Direct Burial Cable - Black Jacket - Solid Core (per 

ft.) 

CAT-6 Shielded Plenum Cable - Black Jacket - Solid Core (per ft.) 
Primus Cable CAT-6 7' Red Shielded Ethernet Patch Cable 
Surface Mount Box, 1-Port - White SM2-265/1P/WH 
CAT 6 Keystone Jack, U-Style Ethernet Data Jack, Shielded 
City Security RFP # 5601 Electrical Labor 
City Security RFP # 5601 IT Labor 

SubTotal 


RATE AMOUNT 


1,907.50 3,815.00T 

2,800.00 5,600.00T 

143.74 287.48T 

0.72 36.00T 

0.00 0.00T 

7.50 15.00T 

2.25 9.00T 

4.38 17.52T 

85.00 4.080.00T 


95.00 


Pole #1 - Comer of Chapel Street North & Trumbull Street (Ba^k^y jQfy |-|j\ 
Haul Receiver) . 

\ )\ia2A /endor#:_ 

HI'"" ,».vvr-HSui 


760.00T 


14,620.00 


fFORD 


Please pay from this invoice. 
No other invoice will be sent 


O Object:^ 


,TTrm* aw.‘. w i 

IS *.« ^ 4 


Tte transaction constitute the enttre agreement between Buyer and Seller, and the Buyer expressly agrees to pay this Ml, together 
with boosts of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same torn attorney for 
collection!*^ ZSm and agrL drat said reasonable Forney's fees shaU be dm same as set forth 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppoctumty/Noodiscnmmation Employer 
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SIGNATURE 






















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY DESCRIPTION 

1 Axis Q6000-E Outdoor-ready 360 situational awareness camera, 
comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 

1 Axis Q6045-E MKII Top performance HDTV 1080p compliant, 

outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

1 Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 

2 Milestone XPCODL XProtect Corporate Device License _ 

_ - pj ease p a y from this invoice. 1 _ 

No other invoice will be sent. I A 0131 


RATE 


AMOUNT 


1,439.101 1,439.10T I 


3,239.10 3,239.10T 


89.10 

246.75 


89.10T 

493.50T 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the sane as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity'Nondisu imitation Employer. 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




EE® 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO # 20164755-00_ 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 


2 


DESCRIPTION 


Three years Milestone Care Plus for XProtect Corporate Device 
License 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, Din-Rail Mount, 75 W 
Meridian Technologies US8GT8POEH 
MeanWell 12VDC 75W Hardened PSU 
Meanwell 48VDC 240W Hardened PSU 

Fluidmesh 1300 Otto Single MIMO AC Radio Device, 4.9-5.8GHz 
with Integrated Panel Antenna. 80MHz Channel Width. 

Fluidmesh 1300 Otto UNLIMITED Bandwidth License (500Mbit/s) 
Fluidmesh 3200 Base Single MIMO Radio Device. Integrated 120 
Sector Antenta, 2 Ethernet Ports. 

Fluidmesh Software Plugin, Enable Unlimited (150Mbit/s) 
Throughput in FM3200 Device 

HGX Type Universal Mount ____ 

Please pay from this Invoice. L_, . 

No other invoice will be sent. I A 0131 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney s fees, in event tt becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorneys fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal OpportunitylNondiscnminalioo Employer. 


RATE AMOUNT 


97.50 

195.00T 

835.50 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

106.73 

106.73T 

22.53 

22.53T 

327.50 

327.50T 

44.54 

44.54T 

125.01 

125.01T 

1,907.50 

1,907.50T 

2,800.00 

2.800.00T 

2,100.00 

2,100.00T 

1,093.75 

1,093.75T 

22.49 

44.98T 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


20164755-00 


TERMS Net 30_ DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _ DESCRIPTION__ 


1 ControlbyWeb X-WR-1R12-1124-I Industrial High Voltage Relay 

with remote monitoring and reboot. 

1 Controlby Web Five-Input Module Industrial with 5- 12VDC Inputs 

1 Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

32 City Security RFP # 5601 Electrical Labor 

16 City Security RFP # 5601 IT Labor 

SubTotal 

Pole #2 - Trumbull Street & Main Street 

1 Axis Q6000-E Outdoor-ready 360 situational awareness camera, 

comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 


RATE AMOUNT 


129.38 129.38T 

161.44 161.44T 

625.00 625.00T 


85.00 2,720.00T 

95.00 1,520.00T 

20,642.19 


1,439.10 1,439.10T 


Please pay from this invoice. 
No other invoice will be sent 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-598 




www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK 10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920xl080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

3,239.10 

3,239.10T 

1 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 

—---1-t:—. . 1 

89.10 

-1— 

89.10T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford Corarty Bar Association prevailing on due date. An Equal Opportunity/Noodiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q3505-VE 22MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 
Varifocal 9-22 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in wide temperature range 
powered by standard Power over Ethernet. Midspan not included. 
Includes mounting bracket for wall/ceiling or junction boxes and 
weather shield against sun, rain or snow. 

1,124.10 

1,124.10T 

1 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

75.60 

75.60T 

1 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

53.10 

53.10T 

3 

Milestone XPCODL XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

-:-:- TT— : —-1- 

97.50 

- [— 

292.50T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth tn the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Oppoitunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 






INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh FM1200V-10 10 Mbps Throughput License for Volo 

Radio 

925.00 

925.00T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

. ., “TZ — . 1 

161.44 

-1 — 

161.44T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth tn the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 



Page 7 

















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 


DESCRIPTION 


Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

City Security RFP # 5601 Electrical Labor 
City Security RFP # 5601 IT Labor 

SubTotal 

Pole #3 - Trumbull Street Stadium South ( REMOVED PER 
REQUEST) 

Pole #4 - Trumbull Street Stadium South 


RATE 


AMOUNT 


625.00 625.00T 


85.00 2,720.00T 

95.00 1,520.00T 


15,873.00 


Please pay from this invoice. 
No other invoice will be sent 


Total 


This transaction constates the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay tins Ml. together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer Oie same to an attorney for 
collection It .s understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of mmiraum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscnmination Employer. 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO # 20164755-00 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _ DESCRIPTION __ 

3 Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

3 Chromated and powder coated aluminum wall mount with 1.5" NPS 

thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

3 Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

3 Milestone XPCODL XProtect Corporate Device License 

3 Three years Milestone Care Plus for XProtect Corporate Device 

License 


Please pay from this invoice. 
No other invoice will be sent 


RATE 

AMOUNT 

1,034.10 

3,102.30T 

75.60 

226.80T 

53.10 

159.30T 

246.75 

97.50 

_l-1— 

740.25T 

292.50T 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, includmg reasonable attorney's fees, in event it becomes necessary to refer the same to m attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscnminahoo Employer 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




ILCA^ 


I 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS Net 30 | DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

t 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Mcanwcll 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75 W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

L265.00T 

2 

Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

1,522.50 

3,045.00T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

1 

625.00T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www. vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

Pole #5 - Trumbull Street Stadium Rear 

95.00 

1,520.00T 

16,116.29 

1 

Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x1080)@3Ofps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

3,239.10 

3,239.10T 

1 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 

---=- - -—- 1 - 

89.10 

-1— 

89.10T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




ilcant 


INVOICE # 


16-598 


vvww.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


20164755-00 


TERMS I Net 30_ DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichae! O'Hare 


6/7/2016 



QUANTITY DESCRIPTION 

2 Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

2 Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

2 Outdoor pendant kit for AXIS Q3 5 05-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

3 Milestone XPCODL XProtect Corporate Device License 

3 Three years Milestone Care Plus for XProtect Corporate Device 

License 


RATE AMOUNT 
1,034.10 2,068.20T 


75.60 151.20T 


53.10 106.20T 


246.75 740.25T 

97.50 292.50T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


This transaction constitutes the emire agreement between Buyer and Seller and the Buyer expressly agrees to pay this biMogefter 
with all costs of collection, including reasonable attorney's fees, tn event it becomes necessary to refer Uie same to an attorney for^ 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minim 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunay/Nondiscrunmation Employer. 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00_ 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh FM1200V-10 10 Mbps Throughput License for Volo 

Radio 

925.00 

925.00T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection, fi is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00_ 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _DESCRIPTION_ 


_ - Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

32 City Security RFP # 5601 Electrical Labor 

16 City Security RFP # 5601 IT Labor 

SubTotal 

Pole #6 - Trumbull Street East ( REMOVED BY REQUEST) 

Pole #7 - Trumbull Street & Market Street 

1 Axis Q6000-E Outdoor-ready 360 situational awareness camera, 

comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 


RATE 


AMOUNT 


625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1,520.00T 


15,506.70 


1,439.10 1,439.10T 


" Please pay from this invoice. 

No other invoice will be sent. 

this transaction const,lutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with ah costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrinunation Employer 


Total 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




WLCANT 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00_ 


TERMS Net 30_ DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 


1 


DESCRIPTION 


Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920xl080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 
Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5 NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 


RATE AMOUNT 


3,239.10 3,239.10Ti 


89.10 

89.10T 

75.60 

75.60T 

53.10 

53.10T 

246.75 

493.50T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


This transaction constitutes the entire agreement between Boyer and Seller, turd the Buyer expressly agree* to pay 
with all costs of collection, including reasonable attorney's fees, in event tt becomes necessary to refer ft' same lo an Wo™ey for 
collection, tt is understood and agreed that said reasonable attorney's fees shall be the same as set forth tn the schedule of mm,mum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscnnunation Employer 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




i 


INVOICE # 


16-598 


www.vulcansecurity. net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 


DESCRIPTION 


Three years Milestone Care Plus for XProtect Corporate Device 
License 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 
Meridian Technologies US8GT8POEH 
MeanWell 12VDC 75W Hardened PSU 
Meanwell 48VDC 240W Hardened PSU 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh FM1200V-10 10 Mbps Throughput License for Volo 
Radio 

HGX Type Universal Mount 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

Please pay from this invoice. . 

No other invoice will be sent 1 0131 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable allome/s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


RATE 

AMOUNT 

97.50 

195.00T 

835.50 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

106.73 

106.73T 

22.53 

22.53T 

327.50 

327.50T 

44.54 

44.54T 

125.01 

125.01T 

632.50 

632.50T 

925.00 

925.00T 

22.49 

22.49T 

129.38 

129.38T 

161.44 

— 1 -1 

161.44T 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 


1 


DESCRIPTION 

RATE 

AMOUNT 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

City Security REP # 5601 Electrical Labor 

85.00 

2,720.00T 

City Security RFP # 5601 IT Labor 

95.00 

1.520.00T 

SubTotal 


14,404.65 

Pole #8 Main Street Stadium Front (Back Haul Receiver) 



Axis Q3505-VE 22MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 9-22 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fjps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in wide temperature range 
powered by standard Power over Ethernet. Midspan not included. 
Includes mounting bracket for wall/ceiling or junction boxes and 
weather shield against sun, rain or snow. 

1,124.10 

2,248.20T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and tlie Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Oppottimily/Nondijcrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO # 20164755-00_ 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _ DESCRIPTION_ 


1 Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK 10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 


RATE 


AMOUNT 


1,034.101 1,034.10T| 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


Hus transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorneys fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


v¥y 


iLCAKr 


INVOICE # 


16-598 


vww.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONEAT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY DESCRIPTION 


Axis Q6045-E MKII Top performance HDTV 108 Op compliant, 
outdoor-ready, IP66, IK 10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

1 Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 
3 Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
3 Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 


RATE AMOUNT 


3,239.101 3,239.10T 


89.10 

75.60 


53.10 


246.75 


89.10T 

226.80T 


159.30T 


987.00T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Oppoitunity/Nondiscriraination Employer 


Total 



Page 19 


















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




Flcaft 


INVOICE # 


16-598 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


DESCRIPTION 


QUANTITY _ 

4 Three years Milestone Care Plus for XProtect Corporate Device 

License 

1 EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 

black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

1 Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

1 Meanwell 12VDC Power Supply, Din-Rail Mount, 75 W 

1 Meridian Technologies US8GT8POEH 

1 Mean Well 12VDC 75W Hardened PSU 

1 Meanwell 48VDC 240W Hardened PSU 

1 Fluidmesh 1300 Otto Single MIMO AC Radio Device, 4.9-5.8GHz 
with Integrated Panel Antenna. 80MHz Channel Width. 

1 Fluidmesh 1300 Otto UNLIMITED Bandwidth License (500Mbit/s) 

1 Fluidmesh 3200 Base Single MIMO Radio Device. Integrated 120 

Sector Antenta, 2 Ethernet Ports. 

1 Fluidmesh Software Plugin, Enable Unlimited (150Mbit/s) 
Throughput in FM3200 Device 

2 HGX Type Universal Mount ____ 

* Please P a y l rom this * nvoice - Tntn 

No other invoice will be sent. * OI3 

This transaction constitutes the entire agreement between Buyer end Seller and the Buyer expressly .pees topay this U ^together - 

with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refenhe suite to ui attorney for 

collection It is understood and agreed that said reasonable attorneys fees shallbethe same as set forth m the schedule of minimum 

fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscnmmation Employer - 


RATE AMOUNT 


97.50 

390.00T 

835.50 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

106.73 

106.73T 

22.53 

22.53T 

327.50 

327.50T 

44.54 

44.54T 

125.01 

125.01T 

1,907.50 

1,907.50T 

2,800.00 

2.800.00T 

2,100.00 

2.100.00T 

1,093.75 

1,093.75T 

22.49 

44.98T 


Total 




S1GNATU 

RE 


Page 20 













Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


.'tK 


I 

m 

m 


vULCAf 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00_ 


TERMS Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _ DESCRIPTION __ 

I ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

with remote monitoring and reboot. 

1 ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

1 Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

32 City Security RFP # 5601 Electrical Labor 
16 City Security RFP # 5601 IT Labor 

SubTotal 

Pole #9 - Main Street Stadium Front (REMOVED BY REQUEST) 
Pole #10 - Main Street Stadium Front (REMOVED BY REQUEST) 
Pole #11 - Main Street Stadium Front (REMOVED BY REQUEST) 


RATE 


AMOUNT 


129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

1,520.00T 


23,559.99 


SubTotal 

Pole #12 - Main Street & Pleasant Street 


120,722.82 


Please pay from this invoice. 
No other invoice will be sent 


Total 


Tins transaction constitutes the enttre agreement between Buyer and Seller, and the Buyer expressly agrees to pay this Ml, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer Ihe same loan attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the sameas set forth m the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportumty/Nondiscnnunatton Employer 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




EE® 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


20164755-00 


TERMS Net 30 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


DATE 6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6000-E Outdoor-ready 360 situational awareness camera, 
comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 

1,439.10 

1,439.10T 

1 

Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK 10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C(-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x 1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

3,239.10 

3,239.10T 

1 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 

89.10 

89.10T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with al! costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing cm due date An Equal Opportunity-^Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


3r, 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O’Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

1,265.00T 

2 

Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

1,522.50 

3,045.00T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

- ---—— -:- 1 --1- 

161.44 

- ' 1 

161.44T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's Fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportuntty/Nondiscrimhwtfion Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


20164755-00 


TERMS I Net 30_DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _DESCRIPTION_ 


1 Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

32 City Security RFP # 5601 Electrical Labor 

16 City Security RFP # 5601 IT Labor 

SubTotal 

Pole #13 - Pleasant Street (Stadium North) (REMOVED BY 
REQUEST) 

Pole #14 - Pleasant Street & Winthrop Street 


RATE 


625.00 


AMOUNT 


625.00T 


85.00 2,720.00T 

95.00 1,520.00T 

17,050.94 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction const,tutes the enhre agreement between Buyer and Seller, and Ihe Buyer expressly agrees to pay thts bill, together 
with an costs of collection, including reasonable attorneys fees, in event it becomes necessary to referthe same to an attorney for 
collection. It is understood and agreed that said reasonable attorneys fees shall be the same as set forth in the schedule of mmunum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimioation Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




ILCAFr 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY _ DESCRIPTION_ 


1 Axis Q6045-E MKII Top performance HDTV 1080p compliant, 

outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

1 Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 


AMOUNT 


3,239.101 3.239.10T 


89.10 89.10T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection it is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS Net 30 ( DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 

1,034.10 

2.068.20T 

2 

Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

75.60 

151.20T 

2 

Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

53.10 

106.20T 

3 

Milestone XPCODL XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

--- 

292.50T 


Please pay from this invoice. 
No other invoice will be sent 


This transact fog constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


dr. 


I 


INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO # 20164755-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY _DESCRIPTION_ 


1 EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 

black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

1 SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

1 SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

1 Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

1 Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

1 Meridian Technologies US8GT8POEH 

1 MeanWell 12VDC 75W Hardened PSU 

1 Meanwell 48VDC 240W Hardened PSU 

2 Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

2 Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

2 HGX Type Universal Mount 

1 ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

with remote monitoring and reboot. 

1 ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

1 Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 

_ Seal-Tight, Etc... ____ 

Please pay from this invoice. T_ 

No other invoice will be sent. 1 * OtBl 


RATE 

AMOUNT 

835.50 

835.50T 

404.59 

404.59T 

217.94 

217.94T 

106.73 

106.73T 

22.53 

22.53T 

327.50 

327.50T 

44.54 

44.54T 

125.01 

125.01T 

632.50 

1,265.00T 

1,522.50 

3.045.00T 

22.49 

44.98T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

J--- 

625.00T 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this Ml, together 
with all costs of collection, including reasonable attorney's fees, in even! tl becomes necessary to refer the same to an attorney for 
collection, ft is understood and agreed dial said reasonable attorney's fees shall be the same as set forth m foe schedule of minimum 
fees of foe Hartford County Bar Association prevailing on due dale. An Equal Opportunity/Nondiscrimination Employer 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-598 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 

20164755-00 

TERMS 

Net 30 

DATE 

6/7/2016 

WORK DONE AT 

Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 



Contact: Sgt. Johnmichael O'Hare 



QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

Pole #15 - Pleasant Street (Stadium North) (REMOVED BY 
REQUEST) 

Pole #16 - Pleasant Street & Windsor Street 

95.00 

1.520.00T 

18,281.69 

1 

Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x 1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

3,239.10 

-r— 

3,239.10T 


No other invoice will be sent. 


Total 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in evenl it becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in die schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscrimination Employer. 


SIGNATURE 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 



www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 20164755-00 


TERMS Net 30 | DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 


DESCRIPTION _ 


Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 
Axis Q3505-VE 9MM Day/night fixed dome with support for WDR 
Forensic Capture in an IK10+ vandal-resistant outdoor casing. 
Varifocal 3-9 mm P-Iris lens with remote zoom and focus for 
installation or monitoring. Multiple, individually configurable H.264 
and Motion JPEG streams; full HDTV 1080p/2MP resolution at up to 
60 fps. Electronic image stabilization. Video motion detection, shock 
detection and active tampering alarm. Two-way audio and audio 
detection. I/O for alarm/event handling. Memory card slot for 
optional local video storage. Operation in 

wide temperature range powered by standard Power over Ethernet. 
Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and weather shield against sun, rain or snow. 
Chromated and powder coated aluminum wall mount with 1.5" NPS 
thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 
ceiling-/wall mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 

License ___-_.- 

Please pay from this invoice. I Tnfo 1 

No other invoice will be sent *■ OI“‘ 


This transacts constitutes the entire agreement between Buyer and Seller, and the Buyer exprewty agrees to pay this bffl,togeAer 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the to™ to an attorney ^ 
SjSTlI is understood and agrred that said reasonable .Uome/s fees shall be the rente as set forth m the scheme of tnmrrnurn 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Noodiscnnunabon Employ 


RATE 

AMOUNT 

89.10 

1,034.10 

89.10T 

2.068.20T 

75.60 

151.20T 

53.10 

106.20T 

246.75 

97.50 

_l-r— 

740.25T 

292.50T 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES20I610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh FM1200V-10 10 Mbps Throughput License for Volo 

Radio 

925.00 

925.OOT 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportimity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 




www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RI P # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1,520.00T 


SubTotal 


15,506.70 


Pole #17 - Pleasant Street & Market Street 



1 

Axis Q6000-E Outdoor-ready 360 situational awareness camera, 
comprising 4x2MP sensors, up to 4x720p @ 30fps (1280x720) in 
H.264 and Motion JPEG. Designed to be integrated with any AXIS 
Q60-E series camera for large area coverage and simultaneous 
zoomed-in view, using the one-click PTZ control feature. Full size 
SD-card slot. No extra equipment required, as it uses the same 
brackets, power supply and network cable as the connected AXIS 
Q60-E. 

1,439.10 

1,439.10T 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with ail costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer tlie same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Oppoitunity/Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 





INVOICE# 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO # 20164755-00 


TERMS Net 30_ DATE 


WORKDONEAT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 


1 


DESCRIPTION 


Axis Q6045-E MKII Top performance HDTV 1080p compliant, 
outdoor-ready, IP66, IK10 and NEMA 4X-rated PTZ dome camera 
with 32x optical zoom. Arctic Temperature Control enables operation 
and start up from 

-50 C to +50 C (-58 F to 122 F). Auto day/night functionality. 
Continuous 360 rotation and 220 tilt with E-flip. HDTV 1080p 
(1920x1080)@30fps, 720P60fps. Shock detection, autotracking, tour 
recording and Active Gatekeeper. Power through High PoE only. 
Highlight compensation. Basic built-in analytics: object removed, 
fence detector, object counter, enter/exit detection, video motion 
detection. Clear transparent dome cover and High PoE midspan are 
included. Brackets are not included (several different accessories 
available). 

Axis 5504-621 Q60 Series Wall Mount / Pendant Kit 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 
License 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch, Industry standard cutouts. Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC ___ 

Please pay from this invoice. _ - . 

No other invoice will be sent. 10t3l 


RATE AMOUNT 


3,239.10 3,239.10T 


89.10 

89.10T 

246.75 

493.50T 

97.50 

195.00T 

835.50 

835.50T 

404.59 

404.59T 


This transaction constitutes the entire agreement between Buyer and SeHer, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney’s fees shall be the sane as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscnmination Employer. 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


PO# 


TERMS 


20164755-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


6/7/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

106.73 

106.73T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

22.53 

22.53T 

1 

Meridian Technologies US8GT8POEH 

327.50 

327.50T 

1 

MeanWell 12VDC 75W Hardened PSU 

44.54 

44.54T 

1 

Meanwell 48VDC 240W Hardened PSU 

125.01 

125.01T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh FM1200V-10 10 Mbps Throughput License for Volo 

Radio 

925.00 

925.00T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

95.00 

1,520.00T 

14,275.95 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the sane to an attorney for 
collection. It is understood and agreed flat said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on doe date. An Equal Opportunity/Nondiscriminatioo Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-598 



www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O'Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Fees 



1 

Equipment Rental Fees (Bucket Truck) -Includes Vehicle Insurance, 
Fuel, Etc... 

5,000.00 

5.000.00T 

1 

Police Escort as required by City of Hartford / HPD for Lane Closure 
/ Safety - TO BE PROVIDED BY HPD, No Charge. Costs for 
private jobs to be incurred by Hartford Police Department / City of 
Hartford directly. 

Integration Labor and Recording Server 

0.00 

0.00T 

32 

City Security RFP # 5601 IT Labor - Recording Server Installation 
and Configuration, Integration of new surveillance cameras to 
Milestone Corporate Infrastructure for Real Time Crime Center, 
Officer Mobile Devices, Camera Calibration, Post-Installation 

Camera adjustment. 

95.00 

3,040.00T 

1 

Milestone Recording Server - HP CTO DL380 G9 E5-2690 V3 X/2.6 
2P SFF SVR SBY - Includes Windows Server 2012 License and 
CALS. Includes iLO Management License and 3 Year HP Carepack 
w/ 24x7 Support and NBD Hardware Replacement. 

13,192.50 

13,192.50T 

1 

Miscellaneous Server Installation Material (KVM Cable, Patch 

Cable, Rack Mounting Hardware) 

125.00 

125.00T 


No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill together 
with all costs ofeoUecttoo, including reasonable attorney's fees, in event tl becomes necessary to refer the same to an attorney for 
collection. It is understood and agreed that said reasonable attorney’s fees shah be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Equal Opportunity/Nondiscrimination Employer. 


Total 


















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE# 


16-598 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
50 Jennings Road 
Hartford, CT 06120 


TERMS 


20164755-00 


Net 30 


DATE 


6/7/2016 


WORK DONE AT 


Hartford Police Department 
Downtown North Stadium 
Proposal # AAAQ1617 
Contact: Sgt. Johnmichael O’Hare 


QUANTITY DESCRIPTION 


Use Existing Milestone Management Server from Street Camera 
Project AAAQ1395 - No Charge 

Use Existing EMC Isilon Array Storage from Street Camera Project 

AAAQ1395 - No Charge 

Shipping 

Municipal - Tax Exempt 


RATE AMOUNT 


5,000.00 

0 . 00 % 


5.000.00T 

0.00 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seiler, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is tmderstood and agreed that said reasonable attorney's fees ahall be the same as set forth hi the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity/Nondiscriminalion Employer 


Total 


$212,195.60 
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Z /P}#% /t*'7 

CITY OF HARTFORD 
PpPem PROCUREMENT SERVICES 

ff&zmm suite 10 o 

550 MAIN STREET 
HARTFORD, CT 06103 




AGREE THAT THESE TERjMSIPREVAIL O 
CONTAINED IN YOUR ORDER. 


Vulcan Security Technologies Inc. 
400 Chapel Road. Unit 31 
SOUTH WINDSOR CT 06074-4169 
US 


Hartford Police Department 
253 High Street 
HARTFORD. CT 06103 


/L, -y5<?? 

6AU//C 


Fiscal Year 2016 



THE CITY IS EXEMPT FROM FEDERAU STATE 
AND LOCAL TAXES: TAX EXEMPT 
# 06-6001870 


POHST 

Hartford Police Department 
253 High Street 
HARTFORD. CT 06103 


For Questions Regarding This Order Contact TOM BOWLEY at lbowley@hartfofd.gov 




Cameras for Security Surveilla 

The Above Purchase Order Number Must Appear On All Correspondence • 
Packing Sheets And Bills Of Lading 

1 Camera purchase and installation at various locations throughout 
the City for feed back to 253 High Street. 

Coodinate installation with SGT O'Hare. 


1.0 EACH 




piiilltt 

.M&ti ■ ;• : 














^Technologies 


400 Chapel Rd. Unit 3i \ 

South Windsor, CT 06074 ) 

Phone: (860)-289-8433 J - 

TIN 06-1109404 'ZH 

r www.vukansMuritv.ntf ! 


_ SOLD TO 

Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 




INVOICE # 


16-659 


HEREIN COMMODITIES AND/OR SEHVIflES 
SATISFACTClRILT^eCSf^ON JJj/jT/s 

FINAl^X^_Pj^TAl >-< ;^i__SHlPME ) NT 


120163413-00 


TERMS 


7/1/2016 


WORK DONE AT 


Hartford Police Departmwt|i*^ 0jp |-iA.jRTl*Ol 
Dustin Rendock , . „ 

253 High Street ' sndor#: - 
Hartford, CT 061 oI Document #: 

A A AQ13 95 I Ora:^lAlAx2c20b 


QUANTITY 


DESCRIPTION 



Amount:, 


Purchase Order Received 1/15/16 

Pole #1 - Blue Hills Ave & East Burnham St (City Signal Pole 
#27150N).(Backhaul to Upper Blue Hills Public Library Branch) 
Installed 5/4/16 [Material Invoiced 5/5/16 # 16-497] 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 


95.00 760.00T 


Pole #2 - Tower Ave & Main Street (City Pole 7104) (Backhaul to 
Journalism and Media Academy) Installed 5/516 [Material Invoiced 
5/5/16 #16-497] 

8 City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

Pole #3 - Albany Ave & Blue Hills Ave (Backhaul to 1250 Albany 
Avenue Hartford Public Library' Branch) [Material Invoiced 5/5/16 
#16-497] 

16 City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

16 | City Security RFP # 5601 Electrical Labor - Installation at Pole 

Please pay from this invoice. 

No other invoice will be sent. Total 

rr: f r" U,eS,he , T* **“ h""" Buyer * ul *• * Buyer expressly agrees to pav tins Ml. together 

cnlMTl f ,nC ! fJl’ O,U0 tnonK ^ f « 5 ' m " heennwj necessary to referthe same to an aitomc^ for - 

n T ,hi “ sa,d re3son, ' ,le be the same as set forth m the schedule of mmim.tm 

fees of the Hartford County Bar Association prevailing on due date An Equal OpportunUyNond.scnminahon Emplovcr - 


95.00 760.00T 


85.00 1.360.00T 

85.00 1,360.001' 


ID/ -4 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-659 



SOLD TO 


Hartford Police Department 
Dustin Rcndock 
253 High Street 
Hartford, CT 06103 


PO# 

20163413-00 

TERMS 

Net 30 

DATE 

7/1/2016 


_ WORK DONE AT 

Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

8 


_ DESCRIPTION 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

Pole #4 - Albany Ave & Burton St. (Backhaul via Pole #5) 

Installed In Place Of Pole U 12B Per Tom Bowley And Sargent 
Johnmichael O'Hare. Sean Peter Tyler 3/10/16 16-285 

Pole U5 - Albany Ave & Garden St (Backhaul to Hartford Insurance 
Group) [Material Invoiced 5/5/16 #16-497] 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

City Security RFP # 5601 Electrical Labor - Installation at Pole 
City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

Pole #6 - Albany Ave / Bedford Mall (Backhaul to Hartford 
Insurance Group) [Material Invoiced 5/5/16 #16-497] 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

City Security RFP # 5601 Electrical Labor - Installation at Pole 


Please pay from this invoice. 

No other invoice will be sent. 

Tlus transaction constitutes the enure agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill together 
wndua costs of collection, metal,,* reasonable attorneys fees, in even, rt becomes «c«s«y ,o refer the rame.o », att "no ta 

“e h T CCd T M,d ™*>,eanome^ <ha.l <* the JfL sc tort,, 

fees of the Hartford County Bar Association prevadmg on due date An Equal Opponunhy ■Nondiscrimination Employer 


RATE AMOUNT 
95.00 760.00T 


85.00 1.360.00T 

85.00 1.360.00T 
95.00 760.00T 


85.00 1,360.00T 

85.00 1,360.00T 


Total 


SIGNATURE 
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Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 

www.vulciuisccurily.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford. CT 06103 




INVOICE # 


16-659 


20163413-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


7/1/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #7 - Albany Ave & Center Street (Backhaul to Global Academy) 
[Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #8A - Woodland & Asylum (Backhaul to Pole in front of 999 
Asylum, Relay to HIG) [Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1.360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, togedier 
w ith all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer (he same to an attorney for 
collection li is understood and agreed that said reasonable attorney's fees shall Be the same as set forth in the schedule of minimum 
fees of the Hanford County Bar Association prevailing on due date An Kqual Opportunity TJondiscrinunation Kmployer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www. vuicansecuri t> .net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 




m 


INVOICE # 


16-659 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Pole #8B - Pole in front of 999 Asylum, Line of Sight Relay for Pole 
#8A (Backhaul to Hartford Insurance Group) [Material Invoiced 
5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1.360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radios 

95.00 

760.00T 


Pole #9 - Farmington Ave & Sisson Ave (Backhaul to Hartford 
Insurance Group) [Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #10 - Farmington Ave & Sigourney Street (Backhaul to North 
West Police Substation @211 Farmington Avenue) [Material 

Invoiced 5/5/16 #16-497] 




No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Boyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, m event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorneys fees shall be the same as set forth tn the schedule of minimum 
fees of the Hanford Count) Bar Association prevailing on due date An Rqttsl Oppormmty’Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #11 - Cogswell Street & Farmington Ave (Backhaul to Hartford 
Insurance Group) [Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #12A - Union Place & Allyn Street (Backhaul to Pole #12B 

Allyn Street & High Street) 

Sean Peter Tyler 3/9/16 3/12/16 16-285 




Pole #12B - Allyn Street & High Street (Backhaul to Hartford 
Insurance Group) 

Installed At Pearl St Fire Station Roof Per Tom Bowley And Sargent 
Johnmichael O'Hare Sean Peter Tyler 3/10/16 16-285 




Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in cterM it becomes necessary to refer the same to an attorney for 
collection li is understood ami agreed that said reasonable attorney’s fees dull be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Equal Opportunity'll ondiscnmination Emplovei 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


vvvvxv.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Pole #13 - Allyn St & Ann Uccello (Backhaul to Hartford Insurance 
Group) 

Sean Peter Tyler 3/9/16 16-285 




Pole #15 - New Britian Ave & Newington Ave (Backhaul to 
Batchelder School) [Material Invoiced 5/5/16 #16-497) 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.001 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #16 - Fairfield Ave. & Maple Avenue (Backhaul to Goodwin 

Park Golf Course) [Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1,360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Please pay from this invoice. 
No other invoice will be sent. 


Tins transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney’s fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney ’s fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale. An I'qtutl Opportunity’'‘Nondiscrimination Employer. 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 




www.vulcansccuritv.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Pole #17 - Maple Avenue & Campfield Avenue (Backhaul to 

Hartford Public Library Campfield Branch) [Material Invoiced 

5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1,360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #18 - Wethersfield Ave & Airport Road (Backhaul to Dwight 
School) [Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #19 - South Street & Franklin Ave (Backhaul South End Fire 
Company 10) [Material Invoiced 5/5/16 #16-497] 

__r_ .l* ; " i “ - l 




No other invoice will be sent. 

This transaction constitutes the entire agreement between Buyer and Seller, and the Buy er expressly agrees to pav this bill together 
with all costs of collection, including reasonable attorney's Tees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set rnrth m the schedule of minimum 
fees of the Hartford Count) Bar Association prevailing on due date An Equal Opportunity Nondiscrimination Employer, 


Total 


Page 7 


















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


\vw\v, v u lean see u ri ty.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 




INVOICE # 


16-659 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1.360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

1.360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #20 - Barker Street & Franklin Avenue (Backhaul to Pole #19) 
[Material Invoiced 5/5/16 #16-497] 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

95.00 

760.00T 


Pole #21 - Franklin Avenue & Bond Street (Backhaul to Pole # 19) 
[Material Invoiced 5/5/16 #16-497] 




Note: This a wooden Eversource owned light pole. Final approval 
and attachement must be approved by Eversource. 



16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

L360.00T 


No other invoice will be sent. 


This transaction constitutes the enure agreement between Buyer and Sella, and the Buyer expressly agrees to pay this bill, together 

with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County' Bar Association prevailing on due date An Equal Opportmtity/NofuJiscrimination Employ er 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


DATE 


PO# 


TERMS 


20163413-00 


Net 30 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


7/1/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 


L360.00T 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radio and IP Cameras 

Backhaul Site for Pole #1 - Blue Hills Public Library Branch 
[Material Invoiced 5/5/16 #16-497] 

95.00 

760.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

1.360.00T 

4 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

Backhaul Site for Pole #2 - Journalism and Media Academy (With 
Relay Point on Tower Ave.) [Material Invoiced 5/5/16 #16-497] 

95.00 

380.00T 

32 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End Within School 

85.00 

2,720.00T 

4 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

380.00T 

16 

City Security RFP # 5601 Electrical Labor - Custom Surveillance 
Enclosure Build 

85.00 

1.360.00T 

16 

City Security RFP # 5601 Electrical Labor - Installation at Pole 

85.00 

L360.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Bu>cr expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Equal Opportunity/hJondiseriniinalion Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


www.vulcansecuriiy.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford. CT 06103 


20163413-00 


TERMS I Net 30 DATE 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


7/1/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

8 

City Security RFP # 5601 IT Labor - Configuration and Calibration 
of Fluidmesh Radios At Pole 

95.00 

760.00T 


Backhaul Site for Pole #3 - Albany Ave Hartford Public Library 
Branch [Material Invoiced 5/5/16 #16-497] 



32 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

2.720.00T 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

760.00T 


Backhaul Site for Poles #4, 5, 6, 8, 9, 11, 12, 13 - The Hartford 
Insurance Group - HPD Radio Site [Material Invoiced 5/5/16 
#16-497] 




North FM 3200 Base Radio Covered by Scope of Hartford Public 
Works - Sigourney Street Surveillance Project 

West FM 3200 Base Radio Covered by Scope of Conference Of 
Churches / MHIS Network Project 



48 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End, Linking of Downstream Radios 

85.00 

4,080.00T 

16 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

-— . ———— —■ 1 1 . 

95.00 

i- 

1.520.00T 


Please pay from this invoice. 
No other invoice will be sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, hi even! it becomes necessary in refer the same to an attorney for 
collection li is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due dale An Fs|ual Opportunity fdondiscnmination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 





INVOICE # 


16-659 


www.vulcansccurity.net 


_ SOLD TO 

Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 

20163413-00 

TERMS 

Net 30 

DATE 

7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


Backhaul for Pole #7 - Global Academy [Material Invoiced 5/5/16 
#16-497] 



40 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

3,400.00T 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

760.00T 


Backhaul for Pole #10 - North West HPD Substation @211 
Farmington Ave. [Material Invoiced 5/5/16 #16-497] 



40 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

3,400.00T 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

760.00T 


Backhaul for Pole #14 - Parkville School [Material Invoiced 5/5/16 
#16-497] 



40 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

3,400.00T 


Please pay from this invoice. 

No other invoice will be sent. 1 0t3l 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together _ 

w ith all costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer the sane to an attorney for “ " 

coBectkm It is understood and agreed that said reasonable attorney's fires shall be the same as set forth in the schedule of minimum SIGNATURE 

fees of the Hartford County Bar Association prevailing on due date. An Equal Opportunity ■Nondiscrimination Employer. L__ 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

760.00T 


Backhaul for Pole #15 - Batchelder School [Material Invoiced 5/5/16 
#16-497] 



40 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

3.400.00T 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 

760.00T 


Backhaul for Pole #16 - Goodwin Park Golf Course [Material 
Invoiced 5/5/16 #16-497] 




Note: Goodwin Park Golf Course does not have a city fiber backbone 
connection - it is connected via a leased Comcast cable line which has 
sufficient upstream bandwidth to backhaul the proposed cameras, but 
is subject to greater downtime and peak time loss of bandwidth. As 
such, the cameras at Fairfield and Maple will be recorded to both 

High Street AND the local Milestone recording server at Goodwin 

Park so events are recorded even if the cable internet connection is 
lost. 




Please pay from this invoice. 
No other invoice will he sent. 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this bill, together 
with all costs of collection, including reasonable attorney's fees, in even! it becomes necessary to refer the same to an attorney for 
collection It is understood and agreed that said reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prevailing on due date An Fqunl Opportunity Nondiscrimination Employer 


Total 
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Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


16-659 


WAVAv.vulcansccurily.net 


SOLD TO 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 


TERMS 


20163413-00 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 


QUANTITY 

DESCRIPTION 

RATE 

16 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 


Backhaul for Pole #17 - Campfield Public Library' Branch [Material 
Invoiced 5/5/16 #16-497] 


16 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 


Backhaul for Pole #18 - Dwight School [Material Invoiced 5/5/16 
#16-497] 


32 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

85.00 

8 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

95.00 


Backhaul for Pole #19, 20, 21 - South End Fire Station Company 10 
[Material Invoiced 5/5/16 #16-497] 



Please pay from this Invoice. 

No other Invoice will be sent. 1 OtRl 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay this Ml. together 
with all costs of collection, including reasonable attorney's fees, in event it becomes necessaiy to refer the same to an attorney for 
collection. It is understood and agreed that sard reasonable attorney's fees shall be the same as set forth in the schedule of minimum 
fees of the Hartford County Bar Association prev ailing on due date An Equal Opportunity Nondiscnmmaiion Employ er 


















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 16-659 


WAW.vulcansecurity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

8 

City Security RFP # 5601 Electrical Labor - Installation of Fluidmesh 
Radio to Network Head End 

City Security RFP # 5601 IT Labor - Configuration of Fluidmesh 
Radio 

85.00 

95.00 

1.360.00T 

760.00T 


Post Installation Fine-Tuning, Calibration, Aiming Changes, 
AutoTracking Calibration (One IT Tech One Electrician) 





40 

40 

City Security RFP # 5601 IT Labor 

City Security RFP # 5601 Electrical Labor 


95.00 

85.00 

3,800.00T 

3,400.00T 


253 High Street System Integration & Client Setup 





40 

City Security RFP # 5601 IT Labor 


95.00 

3.800.00T 


Integration of new Cameras to Intel Smart Wall & Operator Training 
@ 50 Jennings Intel Center 




40 

City Security RFP # 5601 IT Labor 


95.00 

3.800.00T 


Subtotal 

Municipal - Tax Exempt 


0.00% 

115.880.00 

0.00 

Please pay from this invoice. 

No other invoice will be sent. 

Total 

$115,880.00 

This transaction conshtules the entire agreement between Buyer and Seller, ami the Buyer expressly agrees to pay this bill, together 


with all costs of collection, including reasonable attorney’s fees, in event il becomes necessary to refer the same to an attomc) for 
collection It is understood and agreed that said reasonable attorney’s fees sliall be the same as set forth in the schedule of minimum 
fees of the 1 lartford County Bar Association prevailing on due date An Equal Oppommity/Nondiscrimination Employer 

SIGNATURE 


SOLD TO 

Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 


PO# 


20163413-00 


TERMS 


Net 30 


DATE 


7/1/2016 


WORK DONE AT 


Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 
AAAQ1395 
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/Vulcan Security Technologies} 

400 Chapel Rd. Unit 3i / 

South Windsor, CT 06074 / 

Phone: (860)-289-8433 
UN 06-1109404 

www.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford. CT 06103 
hpdfiscal@hartford.gov 




INVOICE # 


16-730 


ser VICES 

SATiSFACTOR^fRECEiyED ON___ 

FINA V-^+—CvT arti 


20165393-00^ 
' ~Net30 


DATE/ 


^NATURE) 


7/14/20K 


WORK DONE AT 


HPSC Data Center 

Bricfacm Video Syndex & Forensics 

Proposal # AAAQ1618 

Contact: Sgt. Johnmichael O’Hare 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Base Site License including: base SW license per site, 100 camera 
channels, 2 concurrent clients(*), 12-month warranty 

18,281.25 

18.281.25T 

1 

Add FS capability to EPP-BASE to enable import of non-connected 
cameras 

45,937.50 

45,937.50T 

6 

10 Channel Licenses 

1.800.00 

10,800.00T 

2 

2 Additional Concurrent Licenses 

6,000.00 

12,OOO.OOT 

1 

I Additional Processing Server 

6,000.00 

6,000.00T 

1 

Add ReSpond Capability to EPP — Includes 6 floating channels 

9.374.06 

9.374.06T 

1 

Add ReSearch Capability to EPP 

27,187.50 

27,187.50T 

1 

SW maintenance & upgrades for EP+ Base for 2 years 

6,825.00 

6,825.00T 

1 

SW maintenance & upgrades for FS+ for 2 years 

17,150.00 

17,150.00T 

2 

SW maintenance & upgrades for EPP-CL2 for 2 years 

1.050.00 

2,100.00T 

1 

SW maintenance & upgrades for EPP-PS for 2 years 

2,100.00 

2.100.00T 

6 

SW maintenance & upgrades for EP+ Channel - 2 Years 

630.00 

3.780.00T 

1 

SW maintenance & upgrades for ReSpond feature 

3,498.75 

3,498.75T 

1 

SW maintenance & upgrades for ReSearch feature 

10.498.75 

10,498.75T 

10 

Professional Services. Price per day. Professional services include 
installation of software and end user training 

1,875.00 

18,750.00T 

1 

Briefcam Database and Video Session Server - HPE DL360 CTO - 
2x Intel Xeon E5-2680v3 - 64GB RAM - 2x 80GB SSD HDD 
(Includes 3 Yr MFG Warranty) 

8.117.27 

8,117.27T 



No other invoice will be sent. 


O J ‘■-"jmpd the Buyef expreuly agrees to pay this bill, togethn 
\ j ** ^ >cc< J mcfi ncvBf&xy to refer the same to an attorney for 
be the same as set forth in tin; f chcdule of minimum 
| .>ppofttmitv , Nondiscn»ninaiKin Employer. 


Total 


NATURE 


Page 1 


Authorized Agent, 


iam 567. 



















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-730 


www. vulcnnsccurity. net 


QUANTITY 

DESCRIPTION 

. 

RATE 

AMOUNT 

1 

Briefcam Video and Metadata Processing Server - HPE DI.360 CTO 

8,117.27 

8.117.27T 


- 2x Intel Xeon E5-2680v3 - 64GB RAM - 2x 80GB SSD HDD 





(Includes 3 Yr MFG Warranty) 





32 

City Security RFP # 5601 IT Labor -Server Setup. Milestone 


95.00 

3.040.00T 


Integration, and Post Installation Training 





1 

Shipping 


1,000.00 

1.000.00T 


Subtotal 




214,557.35 


Municipal - Tax Exempt 


0.00% 

0.00 

Please pay from this invoice. 

No other invoice will be sent. 

Total 

$214,557.35 

Tlus transaction consuiuMs tltc attire agreement between Buyer and Seller, and the Buy er expressly agrees lo pay Ihis bill, together 


with all costs of collection, including reasonable attorney s fees, in event U becomes necessary to refer the same to an attorney f or 
collection U is understood and agreed that said reasonable attorney’s fees shall be the same as sc? forth in foe schedule of minimum 
foes of the Hanford County Bar Association prevailing chi due date. An Equal Opportunity Nondiscrimination Employer. 

SIGNATURE 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpd fiscal@hartford.gov 


PO# 


20165393-00 


TERMS 


Net 30 


DATE 


7/14/2016 


WORK DONE AT 


HPSC Data Center 

Briefacm Video Syndex & Forensics 

Proposal # AAAQ1618 

Contact: Sgt. Johnmichael O'Hare 
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Vulcan Security T echnologies 

^^OOChaperRdUnit 
Soulh Windsor, CT 06074 \ 

Phone: (860)-289-8433 ) 

<QN 06-1109404 


SB 


INVOICE # 




16-1306 


iwvw, vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# (120171652y 


TERMS Net 30 DATE 


WORK DONE AT 


Delivered to HPD 
50 Jennings Road 
Hartford, CT 06120 
Surveillance Cameras Phase n 
AAAQ1769 



QUANTITY 


25 


DESCRIPTION 


Q6000/6055 Combo - 1 Axis Q605S PTZ Camera Combined with the 
Q6000 Which Adds 4,360 Degree 720P Sensors 
(Poles: 1,2,4, 5,6,7, 8, 13, 14,15,16,17, 19,20,21,22,23,24, 25, 
27,28,30,32,38,39) 

Q6055 - Axis Q6055-E Top-of-the-Line, Outdoor-Ready PTZ Dome 

with HDTV 1080P Sensor 

(Poles: 3,9,10,11,12,18,26,29,31,33,34,35) 

Q3617 - Axis Q3617-VE Day/Night Fixed Dome with 4MP 
Resolution at 30 FPS 

(Poles: 3,3,9,9. 16,17,19,19,20,20,31,31, 33, 33,34) 

Q3708 - Axis Q3708-PVE 180 Degree Multi-Sensor, Day/Night 
Fixed Dome in an IK10 Vandal-Resistant Outdoor Casing 
(Poles: 10, 18, 26,29,35) 

Q3505-VE - Axis Q3505-VE 22MM Day/Night Fixed Dome with 
Support for WDR 
(Poles: 28, 28) 

T91A67 Pole Brackets - Mounting Pole Required for Installation of 
Cameras 

Milestone Device License - Required to Activate Devices in 
Milestone VMS 

Milestone 3-Year Care - Support Coverage on all Devices for 3 Years 
Fluidmesh 1200V - Wireless Radio for Point-to-Point Wireless Links 


Please pay from this Invoice. 
No other invoice will be sent. 


RATE AMOUNT 


















Vulcan Security Technologies 


400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 

www.vulcansccurlty.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscaI@hartford.gov 



PO# 20171652 


TERMS I Net30 [DATE 


WORK DONE AT 


Delivered to HPD 
50 Jennings Road 
Hartford, CT 06120 
Surveillance Cameras Phase II 
AAAQ1769 


12/2/2016 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

5 

Fluidmesh 3200B - Wireless Radio for Point-to-Point Wireless Links 
Designed for Rugged Environments 

Fluidmesh Licensing - License that Designates Bandwidth 

Throughput in Megabits: 

3,000.00 

15,000.00T 

10 

FM1200V-UN 

1,848.75 

18.487.50T 

1 

FM1200V-UPQ-30UN 

743.75 

743.75T 

11 

FM1200V-60 

1,423.75 

15.661.25T 

32 

FM1200V-30 

1,105.00 

35.360.00T 

4 

FMI200V-10 

781.25 

3.125.00T 

5 

FM3200-UN 

1,562.50 

7.812.50T 

60 

HGX Mount - Mount Required for Fluidmesh Installation 

22.49 

1.349.40T 

2 

Recording Servers - HP Enterprise DL380 Gen 9 Server - 2x Intel 
Xeon E5-2697 v3 14-Core 

14,603.75 

29.207.50T 

1 

Failover Server - HP Enterprise DL380 Gen 9 Server - 2x Intel Xeon 
E5-2697 v3 14-Core 

14,603.75 

14,603,751 

2 

Management Servers - HP Enterprise DL380 Gen 9 Server - 2x Intel 
Xeon E5-2697 v3 14-Core 

12,697.53 

25.395.06T 

1 

Mobile Server - HP Enterprise DL360 Gen 9 Server - 2x 2640 v3 
8-Corc 

9,326.98 

9.326.98T 

1 

Briefcam 160 Device Channel Licenses 

27,000.00 

27.000.00T 

1 

Briefcam Software Maintenance and Upgrades for Additional 

Channels for 2 Years 

Subtotal 

7,560.00 

7.560.00T 

468,632.18 


No other invoice will be sent. 


Total 













Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 



TERMS 


Net 30 


WORK DONE AT 


12/2/2016 


Delivered to HPD 
SO Jennings Road 
Hartford, CT 06120 
Surveillance Cameras Phase 11 
AAAQ1769 


QUANTITY 


DESCRIPTION 


RATE AMOUNT 


Municipal - Tax Exempt 


HEREIN COMMODITIES AND/OR SERVICES 
SATISFACTORILY RECEIVED ON lU a 
. nOAlE) 

FINA L S PARTIAL_SHIPMENT 




CrrYO?HAWTK>HD 

Vendor -- 

Document#:.__——- 

Anvuu.t- - 

Authorized Hr*' 



Please pay from this invoice. 
No other invoke will be sent. 


Total 


$468,632.18 


This transact km constitutes (ha eaiire agreement between Buyer and Selkf, aid the Buyer express!) agrees to pay Ibis biU. together 
whli tM eons of colfecrton, including reasonable attorney's fees, in even# it heenme* necessary to refer tbc same 10 an tftamey for 
collection It is understood and agreed that said reasonable attorney's fees shall be (he urn as set forth in the schedule of mtwmura 
fees of the Hanford County Bar Association prevailing on due dale. An Equal Opportunity .Nond serin in* ion Employer 
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Vulcan Sec urity T echnologies 

^Chapd Rd. UmT3i- 
South Windsor, CT 06074 
Phone: (860>289-8433 
TIN 06-1109404 


-www.vuli~ant»w 


fftSCnet 




Vendor#:, 


INVOICE # 


■Hi' 


Oocunant# : 

&K 


Amount : .‘VTZ.i^jO 


Mtoi -SnOm-UJHalU 


Authorized Agents 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


wm 

Ejjjj2ESMMi^ME25i 

| TERMS 

■IKSEIi^HEZ£9ttE&£l!l!3S 

WORK DONE AT 


Hartford Police Dept. 
Street Sur-veills’' 


Phase II 
AAAQ1769 


imira PHiifthm'fNAiJMiinii 


Inv# t6-13463 $ 19,372.70 

vuloan Scounty Technologies Inc 

12/07/2016 # P»s«« 2 FP2 DOC 12SS19234 


P0i 20171652 


QUANTITY 

DESCRIPTION 

RATE 

2 

Pole #36 Franklin Ave. Near Bond St. - 2 Fixed 

Axis Q3505-VE 9MM Day/Night Fixed Dome with Support for 

1,034.10 

2 

WDR 

Fluidmcsh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

632.50 

1 

Radio 

EXM 5412ES201610 NEMA 4-12 Rates Steel Enclosure 

835.50 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

1 

Meanwell 48VDC Power Supply 

73.81 

1 

Meanwell 12VDC Power Supply 


1 

Antaira LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 


2 

Ethernet Switch 

HGX Type Universal Mount 

22.49 

1 

ControIbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

129.38 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

32 

City Security RFP #5601 Electrical Labor 

85.00 

16 

City Security RFP #5601 IT Labor 

95.00 

1 

Pole #37 Farmington Ave. Relay Pole Between Farmington & 
Sigourney and The Hartford Insurance Group 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

632.50 

1 

Radio 

Fluidmesh 1200 VOLO 30 Megabit Throughput License 

1,105J)D 


AMOUNT 


2.068.20T 

l,265.00T 


835.50T 
371.30T 
217.94T 
73.8 IT 
46.65T 
536.25T 


44.98T 

129.38T 

161.44T 

625.00T 

2.720.00T 

L520.00T 


632.50T 


3 


Please pay from this invoice. 
No other invoice will be sent 


Total 


$.14,372.7i: 


rm 


ICES 

n 


SIONATURE 


(DATE) 

SHIPMENT 


Pape 1 






















Vulcan Security Technologies 

400 Chapel Rd. Unit 3i 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


16-1343 


vivivt. vuloinsecurity.net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE 

12/7/2016 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh Ponte Point to Point Wireless 5Ghz RF Bridge System 

1,002.50 

1.002.50T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 


835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 


371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 


217.94 

217.94T 

1 

Meanwell 48VDC Power Supply 


73.81 

73.8 IT 

1 

Meanwell 12VDC Power Supply 


46.65 

46.65T 

1 

Antaira LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 


536.25 

536.25T 


Ethernet Switch 





3 

HGX Type Universal Mount 


22.49 

67.47T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP #5601 Electrical Labor 


85.00 

2.720.00T 

16 

City Security RFP #5601 IT Labor 


95.00 

1.520.00T 


Subtotal 




20,660.19 

2 

Fluidmesh 1200V - Wireless Radio for Point-to-Point Wireless Links 

-632.50 

-1,265-OOT 


(extra stock) 




-22.49T 

1 

HGX Mount - Mount Required for Fluidmesh Installation (extra 

-22.49 


stock) 


■ 


0.00 


Municipal - Tax Exempt 


0.00% 

Please pay from this Invoke. 

No other Invoice will be sent. 

Total 

$19,372.70 


■nib turned too cooaiioiM the entire ipccracrt between Beyer and Sdltet, inil tte Bu ya csptessjy agrees to pay ftft M, together • 
wah all coat of collection, andudanr tcuonablc anorocy 'i reea. in even! it becomes necessary (o refit the same to an anotney for 
coUectitat. It it tanJcrsiood and agreed that aid reasonable attorney’s fees shall be tie sene at let forth in the achedole of rtuntmuro 
feet of tie Hartftsd Cocnty Bar Association peetmtling mi this date An bquel Onpotltauly/Nonditerminatlon Employer 


SIGNATURE 
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INVOICE # 


^ulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



www.vulcansecority.net 






17-321 





SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 


TERMS 


20171652-00 


Net 30 


DA 


3 


5/1/2017 


WORK DONE AT 




) 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase U 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Pole #,1 - Garden St. & Mather St - 360 & PTZ 

EXK4 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

83 5.SOT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 

536.25T 

1 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

95.00 

1.520.00T 


-PSle #2 - Brook St. & Mather St. - 360 & PTZ 

EXM'5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 

536.25T 

1 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 


Please pay from this Invoice. 
No other Invoice will be sent 


mi m imihhmHP m m fl'iri hi 


CrTY OF HARTFORD 

Vendor t 3-^ _ 


Inv# 17-321 * 321,122 95 

Vulcan Seounty Technologies Ino. 

05/01/2017 # Pages 1 FP1 D0C133S8757 

P0» 20171652 


nnramenli: 


O m- V3/43 nl object, *73 


Amount lfcLj’f,, 


HEREIN C0MMC 
SAT1SFACTQF ' 


FINAI 


6 . . 



IESAND/ 
RECEIVED UN. 


3Qg I'*" 

VJSTE) / 

SHIPMENT 

















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-321 


www.vulcansecurity.na 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE 

5/1/2017 


WORKDONEAT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase n 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #3 - Chappelle Gardens / Wish School (Garden St.) - 2 Fixed & 

1 PTZ 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #4 - Bedford St & Mather St. - 360 & PTZ 

95.00 

1.520.00T 

—M 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

-1— 

46.65T 


Please pay from this invoice. 
No other invoice will be sent 


a) 

-'C' 


IN' 




Page 2 


SIGNATURE 














Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860>289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 





PO# 20171652-00 


TERMS Net 30 DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

l 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

V 

City Security RFP#5601 IT Labor 

Pole #5 - Garden St. & Capen St. - 360 & PTZ 

95.00 

1.520.00T 

i 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

i 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

i 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

i 

Mean well 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

i 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75 W 

46.65 

46.65T 

i 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

i 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

i 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

i 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #6 - Garden St. & Nelson St. - 360 & PTZ - Mesh 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 


No other invoice will be sent 


Total 

















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-321 


www.vulcansecurhy.na 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE | 

5/1/2017 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwcll 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #7 - Garden St. & Westland St (Five Comers) - 360 & PTZ - 
Bridge 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75 W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 


No other Invoice will be sent. 


Total 


SIGNATURE 


Page 4 




















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdhscal@hartford.gov 


W/ 


iwjif 



20171652-00 


TERMS 1 Net 30 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

V 

City Security RFP#5601 IT Labor 

Pole #8 - Garden St. & F.D. Oates Ave. - 360 & PTZ - Mesh 

95.00 

1.520.00T 

i 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

i 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

i 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

i 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

i 

Mean well 12VDC Power Supply, DIN Rail Mount, 75 W 

46.65 

46.65T 

i 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

i 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

i 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

i 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#560l IT Labor 

Pole #9 - Barbour St. & Cleveland Ave. - 2 Fixed & PTZ - Mesh 

95.00 

1.520.00T 

i 

EXM 5412ES201610NEMA4-12 Rated Steel Enclosure 

835.50 

835.50T 

i 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

i 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

i 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.8 IT 

i 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

i 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

i 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


:§/ 



PO# 


TERMS 


20171652-00 


Net 30 DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 

DESCRIPTION 

RATE 

amount 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #10 - Brooke St. Basketball Courts -180 & PTZ - Bridge 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch : 

536.25 

536.25T 

1 

ControlByWeb X-WR-IR12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #11 - Main St. Near Tower Ave. -1 PTZ - Bridge 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

-T~ 

46.65T 


No other invoice will be sent. 


Total 



















www. vuJcansccurity.nct 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford. gov 


20171652-00 


TERMS I Net 30 | DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #12 - Garden St. Between F.D. Oates & Capen -1 PTZ - Mesh 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #13 - Barbour St. & Charlotte St. - 360 & PTZ - Mesh 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

---p- 

371.30T 


No other invoice will be sent. 


Total 














Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 



PO # 20171652-00_ 


TERMS 1 Net 30_ DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 


DESCRIPTION _ 


SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #14 - Barbour St. & Westland St. - 360 & PTZ - Mesh 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 

City Security R FP#5601 IT Labor ____—--L 

Pleue pay from this Invoice. Total 

No other invoice will be sent 1 u 


217.94 

73.81 

46.65 

536.25 

129.38 

161.44 

625.00 

85.00 

95.00 

835.50 

371.30 

217.94 

73.81 

46.65 

536.25 

129.381 

161.44 

625.00 

85.00 

95.00 


amount 


217.94T 



129.38T 

161.44T 

625.00T 

2.720.00T 

1,520.00T 

835.50T 
371.SOT 
217.94T 
73.81T 


129.38T 

161.44T 

625.00T 

2.720.00T 

1.520.00T 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcanstcurfty.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 





20171652-00 


Net 30 DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


1- 

QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Pole #15 - Barbour St. & Judson St. - 360 & PTZ - Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.SOT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.8 IT 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 

536.25T 

1 

Ethernet Switch 

ControlByWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

l 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP#5601 IT Labor 

95.00 

1.520.00T 

1 

Pole #16 - Capen St. & Martin St. -1 Fixed (Northbound) & 360 & 
PTZ - Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 

536.25T 

1 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 


No other invoice will be sent 


Total 


















Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.nd 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 





20171652-00 


TERMS I Net 30_ DATE 


WORK DONE AT 

Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 

i 

i 

32 

16 


DESCRIPTION_ 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #17 - Barbour St. & Capen St. -1 Fixed & 360 & PTZ - Mesh 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Mean well 12VDC Power Supply, DIN Rail Mount, 75 W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 
Pole #18 - Main St. & Albany Ave. -180 & PTZ - Bridge 
EXM 5412ES201610NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W - 

Please pay from this invoke. Tntfll 

No other Invoice will be sent 1 uu*i 


VIE 

AMOUNT 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

1,520.00T 

835.50 

835.SOT 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 


129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1.520.00T 

835.50 

835.50T 

37130 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



www.vuleanseeurUy.net 


SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford .gov 


20171652-00 


TERMS I Net 30_DATE 


_ WORK DONE AT 

Hartford Police Dept 
Street Surveillance Cameras 
Phase II 
AAAQ1769 


5/1/2017 


QUANTITY 
- — 


DESCRIPTION __ 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #19 - Main St & Florence St. - 2 Fixed & 360 & PTZ - Bridge 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #20 - Main St. & Mather St. - 2 Fixed & 360 & PTZ - Mesh 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 



RATE 

amount 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1.520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1,520.00T 

835.50 

835.50T 

371.30 

371.30T 


Hum pay from ihh invoice. 
No other invoice will be sent 


Total 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-321 


www.vulcansecuxity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControIByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #21 - Main St. & Mahl St. - 360 & PTZ - Mesh 

95.00 

1,520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.SOT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

95.00 

1,520.00T 


Please pay from this invoice. Tel 

No other invoice will be sent. 1 0t8l 


SIGNATURE 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 


20171652-00 


TERMS 


Net 30 


DATE 


5/1/2017 


WORKDONEAT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


17-321 


www.vulcansccurity.net 


SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 DATE 5/1/2017 


WORK DONE AT 

Hartford Police Dept 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Pole #22 - Main St & Capen St. - 360 & PTZ - Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 


1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 


1 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

95.00 

1,520.00T 

1 

Pole #23 - Main St. & Nelson St. - 360 & PTZ - Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

536.25 

536.25T 

l 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

SEiSlsIis 

161.441 


No other invoice will be sent 


Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-321 


www. v u lean security. net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE 

5/1/2017 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #24 - Main St. & Wyllys St. - 360 & PTZ - Mesh 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

83 5.SOT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Mean well 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #25 - Park St. & Hazel St. - 360 & PTZ - Mesh 

95.00 

1.520.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

- 1 — 

46.65T 


No other invoice will be sent 


Total 


SIGNATURE 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vukansecurity.net 



SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


20171652-00 


TERMS I Net 30 | DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 


1 


DESCRIPTIO N _ 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #26 - South Green Fire Station -180 & PTZ - Back Haul 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 

Mean well 48VDC Power Supply, DIN Rail Mount, 240W 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

Miscellaneous Electrical Material for Panel Build and Installation 

City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor 

Pole #27 - Park St. & Sisson St. - 360 & PTZ - Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 




RATE 

amount 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1.520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1.520.00T 

835.50 

835.SOT 

371.30 

371.30T 


Please pay from tbis invoice. 
No other invoice will be sent 


Total 
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17-321 


Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


www.vulcansecurity.net 


SOLD TO | 

Hartford Police Dept 


Accounts Payable 


253 High Street 


Hartford, CT 06103 


hpdfiscal@hartford.gov 




PO# 

20171652-00 

TERMS 

Net 30 | DATE 5/1/2017 


WORKDONEAT 

Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 


1 

1 

1 
1 

1 

1 

1 

32 

16 

2 
1 
1 
1 
1 
1 
1 

1 

1 

1 

32 


DESCRIPTION 


SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 

Ethernet Switch „ , 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor ^ „ w . 

Pole #28 - Barbour St. & Tower Ave. - 2 Fixed & 360 & PI Z - Mesh 
Axis T94M01D Pendant Kit for Q35 Series Cameras 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor _ 


Please pay from this invoice. 
No other invoice will be seat 


Total 


ATE 

amount 

217.94 

73.81 

217.94T 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 


85.00 

2.720.00T 

95.00 

1.520.00T 

53.10 

1 uj 

835.50 


371 JO 


217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 


85.00 

2,720.00T 


SIGNATURE 
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17-321 


Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE 

5/1/2017 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

City Security RFP#5601 IT Labor 

Pole #29 - Barbour St. & Earle St. -180 & PTZ - Mesh 

95.00 

B§||| 

1 

EXM 5412ES20I610 NEMA 4-12 Rated Steel Enclosure 

835.50 


1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

mEEEEu 

1 

SolallD SDU Series UPS Relay Card 

217.94 

1 1 /.V'*! 

1 

Mean we 1148VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 

32 

City Security RFP#5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP#5601 IT Labor 

Pole #30 - Westland St. & Martin St. - 360 & PTZ - Bridge 

95.00 

1,520.001 

1 

EXM 54I2ES201610 NEMA 4-12 Rated Steel Enclosure 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS) 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 

46.65 

46.651 

1 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

536.25 

536.25T 

1 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 

129.38 

-—_ 

129.38T 


No other Invoice will be sent 


Total 


SIGNATURE 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860>289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 



20171652-00 _ 


TERMS I Net 30_PATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 


1 

1 

32 

16 


description _ 

ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #31 - Garden St. & Edgewood St. - 2 Fixed & PTZ - Mesh 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 
Pole #32 - Mather St. Near Main St. - 360 & PTZ - Bridge 
EXM 5412ES20161O NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 7SW 
” 1 Please pay from this Invoice! 

No other invoice will be sent. 


AMOUNT 


161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

1,520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

536.25 


129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

1.520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 
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www.vulcansccurity.ntt 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@haitford.gov 


PO # [20171652-00_ 


TERMS Net 30_PATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY _ DESCRIPTION ___ 

Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
10 City Security RFP#5601 IT Labor 

Pole #33 - Cleveland St. Near Barbour - 2 Fixed & PTZ - Bridge 
1 EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
1 SolaHD SDU500 Uninterruptible Power Supply (UPS) 

1 SolaHD SDU Series UPS Relay Card 
1 Mean well 48VDC Power Supply, DIN Rail Mount, 240W 

l Meanwell 12VDC Power Supply, DIN Rail Mount, 75 W 

1 Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

1 ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
1 ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
1 Miscellaneous Electrical Material for Panel Build and Installation 
32 City Security RFP#5601 Electrical Labor 
16 City Security RFP#5601 IT Labor 

Pole #34 - South Main Green - 1 Fixed & PTZ - Bridge 
1 EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
1 SolaHD SDU500 Uninterruptible Power Supply (UPS) 

Please pay from this invoice. |_ . 

No other invoice will be sent. I *■ 0181 


RATE 

AMOUNT 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2.720.00T 

95.00 

1,520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.8 IT 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

L520.00T 

835.50 

835.50T 

371.30 

371.30T 


sfc-'V* O 
4o ^ 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 



20171652-00 


TERMS 


DATE 


SOLD TO 


Net 30 


WORK DONE AT 


5/1/2017 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 


DESCRIPTION 


SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 

Pole #35 - Main St & Albany Ave. (Southbound) -180 & PTZ - 
Mesh 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 

City Security RFP#5601 Electrical Labor ___ 

Please pay from thii invoke. T . . 

No other Invoice will be sent 1 ulal 


amount 


217.94T 



217.94 

73.81 

46.65 

536.25 


129.38 129.38T 

161.44 161.44T 

625.00 625.00T 

85.00 2.720.00T 

95.00 1.520.00T 


835.50 

371.30 

217.94 

73.81 

46.65 

536.25 

129.38 

161.44 

625.00 

85.00 


835.50T 

37I.30T 

217.94T 

73.81T 

46.65T 

536.25T 

129.38T 
161.44T 
625.00T 
2,720.00T 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulauuecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 





20171652-00 


TERMS 


Net 30 DATE 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


5/1/2017 


QUANTITY 


16 


DESCRIPTION 


City Security RFP#5601 IT Labor 
Pole #38 - Contingency Pole Location TBD 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 
Miscellaneous Electrical Material for Panel Build and Installation 
City Security RFP#5601 Electrical Labor 
City Security RFP#5601 IT Labor 
Pole #39 - Contingency Pole Location TBD 
EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure 
SolaHD SDU500 Uninterruptible Power Supply (UPS) 

SolaHD SDU Series UPS Relay Card 
Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 
Meanwell 12VDC Power Supply, DIN Rail Mount, 75W 
Antaira Tech. LNP-800AGH-T 8-Port Industrial PoE+ Unmanaged 
Ethernet Switch 

ControlByWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
Please pay from this invoice. 

No other Invoice will be sent. JLOtfll 


RATE 

AMOUNT 

95.00 

1.520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 

161.44 

161.44T 

625.00 

625.00T 

85.00 

2,720.00T 

95.00 

1,520.00T 

835.50 

835.50T 

371.30 

371.30T 

217.94 

217.94T 

73.81 

73.81T 

46.65 

46.65T 

536.25 

536.25T 

129.38 

129.38T 
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Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity. net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 





TERMS 


(20171652-00 


Net 30 


DATE 


WORK DONE AT 


Hartford Police Dept 
Street Surveillance Cameras 
Phase II 
AAAQ1769 


5/1/2017 


QUANTITY 


1 

1 

32 

16 


DESCRIPTION 


ControlByWeb Five-Input Module Industrial with 5-12VDC Inputs 

Miscellaneous Electrical Material for Panel Build and Installation 

City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor 

Wish School - Back Haul 

CAT-6 Shielded Plenum Cable 

Miscellaneous Electrical Material for Building Wiring 

City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor 

South Green Fire Station 197 Main Street - Back Haul 

j CAT-6 Shielded Plenum Cable 

Miscellaneous Electrical Material for Building Wiring 

City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor 

Parkville Community School - Back Haul 

CAT-6 Shielded Plenum Cable 

Miscellaneous Electrical Material for Building Wiring 

City Security RFP#5601 Electrical Labor 

City Security RFP#5601 IT Labor 

Hartford Public Safety Complex (2nd FL B Building) - Back Haul 

CAT-6 Shielded Plenum Cable 

Miscellaneous Electrical Material for Building Wiring 

City Security RFP#5601 Electrical Labor __ 

J Please pay from this Invoice. ~ y 

No other invoice will be sent 1 ' 


AMOUNT 



1.25 

625.00 

85.00 

95.00 

1.25 

625.00 

85.00 

95.00 

1.25 

625.00 

85.00 

95.00 


2.720.00T 

760.00T 

375.00T 
625.00T 
2,720.00T 
760.00T 

375.00T 
625.00T 
2.720.00T 
760.00T 


1.25 375.00T 

625.00 625.00T 

85.00 2,720.00T 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-321 


www.vulcansecurity.net 


SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171652-00 

TERMS 

Net 30 

DATE 

5/1/2017 


WORK DONE AT 


Hartford Police Dept. 

Street Surveillance Cameras 

Phase II 

AAAQ1769 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

8 

City Security RFP#5601 IT Labor 

Milestone Servers & Network Upgrades 

95.00 

760.00T 

1 

VMware vSphere Essentials Plus - License + 3 Years 24x7 Support - 
Windows Server 

8,351.58 

8.351.58T 

8 

HPE 10-GbE SFP+ 7m Direct Attach Cable 

111.43 

891.44T 

6 

Tripp Lite USB Single Server Interface Adapter (KVM Extender) 

75.29 

451.74T 

1 

Miscellaneous Electrical Material for Data Rack Cabling, Installation 
of Servers 

Integration & Post Installation Labor 

375.00 

375.00T 

40 

City Security RFP#5601 Electrical Labor 

85.00 

3.400.00T 

80 

City Security RFP#5601 IT Labor 

Shipping, Permits, Equipment 

95.00 

7.600.00T 

1 

Permit Fees to be Billed at Cost 

500.00 

500.00T 

1 

Equipment Fee for Bucket Truck 

10,248.00 

10.248.00T 

1 

Shipping 

NOTE: Eversource Will be Replacing Pole #9 and Vulcan Will Need 
to Return at That Time. 

Subtotal 

Municipal - Tax Exempt 

3,500.00 

0.00 

0.00% 

-— 

3.500.00T 

0.00 

321,122.95 

0.00 


Please pay from this iavoicc. 
No other invoice will be sent 


Thu fnanctnn constitute. the enlire agreement between Buyer end Seller, and the Buyer expressly epees to pay this bill, together 
Wth >11 costs of collection, itsdudug reuoeabte rrtomey'i feet, in event it becones ttecaary to refer the sane to so attorney for 
collection. It is understood and agreed that »id reasonable attorney's reel shall be the sane met forth in the echedsde of minimum 
feet of the Hertford Counly Bee Association prevailing on due date. Ad Equal Oppcrtuoiry/Jfondilchniiisetion Employer. 


Total 


$321,122.95 


SIGNATURE 
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ssasMSS^ 

FIPJAL_PARTIAL_SHIPMENT 


CITY OF HARTFORD 

Vendor *: <^~7 3V _.. 

Document #:_ — 

nw Object^-■ 

Amoun t: ?«?•!,. -■ 


\uthorized 


W3®f 


(RECEIVER'S SIGNATURE) 


17-529 


Vulcan Security Technologies 


262 Ellington Rd . 

South Windsor, CT 06074 J TcP * ® I 

Phone: (860)-289-8433 /fO tr 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 

Hartford Police Department 
Dustin Rendock 
253 High Street 
Hartford, CT 06103 




INVOICE # 


PO# 20171654-00 _ 

TERMS Net 30 DATE 

WORK DONE A - ^ 

Hartford Police Department 
Milestone Smart Wall Work Stations 
In Dispatch And EOC 
Proposal AAAQ1808 


5/5/2017 


QUANTITY D ESCRIPTION _ 

Milestone Smart Wall Video Processing Workstation for E.O.C. and 
Dispatch Areas at 253 High Street. 

2 XView 300 Video Workstation w/ 4x DP 1.2 Ports 
Note: EOC Utilizing Existing EOC Video Wall. 

2 Sony FWD55X700D 55” 4k UHD Bravia Pro Flat Panel Display For 
Police Dispatch Area. 

1 Misc. Electrical Material for Installation - Display Mounts, HDMI 
Cabling, Wire Loom, Etc. 

32 City Security RFP # 5601 Electrical Labor 

16 City Security RFP # 5601 IT Labor - IT Labor to configure Smart 

Wall Extensions, Setup Video Workstations. 

Subtotal 

Municipal - Tax Exempt 


RATE AMOUNT 


3,437.50 6.875.00T 

1,411.58 2.823.16T 

1,250.00 1,250.00T 

85.00 2,720.00T 

95.00 1,520.00T 


15,188.16 

0.00% 0.00 


HEREIN COMMODITIES AND/OR SERVICES vo,luor 9 '-S-jy 

SATISFA jTORILY RECEIVED ON ■Sjz*.j a- Document #:_2 

FINAL ‘ --—P ARTIA L SHIPMENT Ora : 41143111 

J) _ Amount ^ if/ 

(RECEIVER’S SIGNATURE) * 


CITY OF HARTFOI 

Vendor 8: 2-73^ _ 


■III m mWMVWJh'kWMHTU III 

* 17-529 * 15 ' 188 16 

Vulcan Security Technologiee jjgep-ieg 

06/06/2017 # Paget 1 Frl U0C13-3a0'O® 
P0# 20171654 


Pro : 4114?HI Object JJJJlltZ. 

Amount ^ ; 5~/ !??./£-. 

MiwfeedAgent- . 


Total 


$15,188.16 


TWt rranaactioe eoruttutM die men agreement between Buyer end Setter, aid the Buyer expreuly agrees to p«y tbir bill, together 
writ all costs of ooflectioa, includmg reasonable attorney's /eel. in event it become! necctary to refer the rent to » attorney for 
collectioo. It is andernood and agreed that eaid reaacoabte attorney’! fees dull be the sane ai act forth in iheacheduleof mmununi 
fees of die Hanford Couity Bar Aasocutioe prevailing on doe dae An Etfal Oppottraily/Nondirerimiiation Employer. 


SIGNATURE 


f~- 








SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@bartford.gov 


PO# 20171655-00 

^- 

TERMS Net 30 DATE^ 

5/30/2017 

WORK DONE AT 

Public Pool Surveillance 


Partial Billing-Keney Park Pool 


Proposal AAAQ1751 



QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Keney Park Pool Surveillance 

Axis Q3505-VE 9MM - Day/night fixed dome with support for WDR 

1,034.10 

2.068.20T 

2 

- Forensic Capture in an IK. 10+ vandal-resistant outdoor casing 

Axis Q3505-VE 22Mfvf - Day/night fixed dome with support for 

1.124.10 

2.248.20T 

4 

WDR - Forensic Capture in an IK10+ vandal-resistant outdoor casing 
Outdoor pendant kit for AXIS Q3505-VE compatible with Axis 

53.10 

212.40T 

4 

ceiling-/waH mounts, AXIS T91A67 Pole mount and 1.5" NPS 
threaded pipes. 

Chromated and powder coated aluminum wall mount with 1.5" NPS 

75.60 

302.40T 

1 

thread for fixed dome pendant kits. Cable routing from behind or 
through 3/4" conduit hole on the side. Includes mounting plate, pipe 
seal and conduit hole cover. Color: White 

Raytec Vario White LED Surveillance Illuminator - 75W w7 

1,672.49 

1.672.49T 

1 

Integrated Backup Battery & Photocell 

Raytcc Vario Holographic Lens - 80 x 30° 

28.74 

28.74T 

8 

Electrical Material and Wire 

Surface Mount Box, 1-Port - White SM2-265/1P/WH 

1.88 

15.04T 

8 

CAT 6 Keystone Jack, U-Style Ethernet Data Jack, Shielded 

4.38 

35.04T 

400 

CAT-6 Shielded Non-Plenum Cable - White Jacket - Solid Core (per 

0.59 

236.00T 

100 

ft.) 

14-2 Non-Plenum Cable (per ft.) 

-- -2 -T“! :-:-1- 

0.50 

-r— 

50.00T 


No other invoice will be sent. 


Total 















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-605 


www.mlcnnsccuriiy.net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171655-00 

TERMS 

Net 30 

DATE 

5/30/2017 


WORK DONE AT 


Public Pool Surveillance 
Partial Billing-Keney Park Pool 
Proposal AAAQ1751 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Antaira 8-Port Industrial PoE+ Unmanaged Ethernet Switch, 
w/8*10/100Tx (30W/Port); EOT: -40-75C 

436.25 

436.25T 

1 

MeanWell DC Power Supply 48V@5A; 110-264V In; Enclosed; DIN 
Rail Mount; PFC; DR Scries 

90.00 

90.00T 

1 

MeanWell DC Power Supply 24V@10A; 110-264V In: Enclosed; 

DIN Rail Mount; PFC; DR Series 

90.00 

90.00T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Batten', AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

ControlbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

l 

ControlbyW'eb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Materials for Installation (NKMA 4 Rated 
Enclosure, EMT Pipe, Fittings, Connectors, Hangars, Fire Caulk, 
etc...) 

1,875.00 

1,875.001 


Milestone Software 



4 

XProtect Corporate Device License 

246.75 

987.00T 

4 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

390.00T 


AgcntVI Licensing 

1 



Please pay from this invoice. 

No other invoice will be sent. I 0t31 


SIGNAI'URt; 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-605 


www.vulcansccufily.nci 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdtiscal@hartford.gov 


PO# 

20171655-00 

TERMS 

Net 30 

DATE 5/30/2017 


WORK DONE AT 


Public Pool Surveillance 
Partial Billing-Keney Park Pool 
Proposal AAAQ1751 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

4 

AgentVI SAVVI Realtime Events + Video Search License - 
Corporate 

1,072.50 

4,290.00T 

4 

AgentVI SAVCOR-GO 1 Year Software Upgrade and Support Plan 

Fluidmesh Back Haul System - Pool House to Pond House 

193.05 

772.20T 

4 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

595.00 

2.380.00T 

4 

Fluidmesh FM1200V-60 60 Mbit Throughput license for VOLO 

Mesh radio. 

1,423.75 

5.695.001 

4 

Fluidmesh FM1200 Mounting Bracket 

Enclosure for Light Pole by Pole (Wireless Relay Point) 

102.00 

408.DOT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Power coat 
black finish. Key locked. Includes Pole Mounting Kit, Door Position 
Switch. Industry standard cutouts, Thermostat, Thermal Exhaust Fan 
and PTC Heater, Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Antaira Technologies 8-Port Industrial PoE+ Unmanaged Ethernet 
Switch, 30W per port -40-75C Temperature Rating. 

436.25 

436.25T 

1 

Mean Well 12VDC 75W Hardened PSU 

44.54 
- r~ 

44.54T 


Pleas* pay from this invoice. 
No other invoice will be sent. 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




INVOICE # 


17-605 


www.vulcmsccurity.neL 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


TERMS 


20171655-00 
Net 30 


DATE 


5/30/2017 


WORK DONE AT 


Public Pool Surveillance 
Partial Billing-Keney Park Pool 
Proposal AAAQ1751 


QUANTITY DESCRIPTION 


1 Meanwell 48VDC 240W Hardened PSU 

1 ControlbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

with remote monitoring and reboot. 

1 ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 
1 Miscellaneous Electrical Material for Panel Build and Installation 

(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

Labor for Installation and Configuration (Includes Work at Relay 
Pole & Pond House for Back Haul) 

192 City Security RFP # 5601 Electrical Labor 

48 City Security RFP # 5601 IT Labor 

Subtotal 

Municipal - Tax Exempt 



161.44 

812.50 


HEREIN COMM CITIES AND/OR SERIES 
SATISFACTOR LY RECEIVED ON 

FINAL JgL >AgTl^_V_SHIPMENT 
AVER’S SIGNATURE) 



CITY OF HARTir OR 

Vendor r. _ 

Document# : 

Ora: y//^J/// Object f7 — 
Amount & 

Authorized Aoent 7 - , 


's'/yA 


AMOUNT 


125.01 T 
129.38T 

161.44T 
812 50T 


0 . 00 % 


16.320.00T 

4,560.00T 

49.242.46 

0.00 


Please pay from this invoice. 
No other invoice wilt be sent. 



Total 


Tins nomiion cmuliiwes fee Min acnnM Mlwem Buyer and Seller, and die Buyer expressly assets w pay dm ML IcgnlKi 
wiih aii costs of collection, includm* reasonable aaorno's fee. i" evens u i>~-~nc5 necessary' to the amt to >» rnr 

lie same as «t forth in tlie schedule of minimum 

* ini m piT.i'J.thnnwW muhih'itii m jnuruiy/Nonducnnunanoo Employer. 


SIGNATURE 


» 17-685 * 4 9’ 242 ' 46 

Vulcan ieouelty Taohnoloaies ^rnBCEJR 

06/30/2017 * P* 9 «S 4 FP4 D0C1355oao 

P0* 20171655 
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v/# ^ 



QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

5 

Colt Park Pool Surveillance 

Axis Q3505-VE 9MM Day/Night Fixed Dome with Support for 

1,034.10 

5,170.50T 

2 

WDR 

Axis Q3505-VE 22MM Day/Night Fixed Dome with Support for 

1,124.10 

2.248.20T 

7 

WDR 

Outdoor Pendant Kit for Axis Q3505-VE 

53.10 

371.701' 

7 

Chromated and Powder Coated Aluminum Wall Mount 

75.60 

529.20T 

2 

Raytec Vario While LED Surveillance Illuminator 

1,672.49 

3,344.981 

2 

Raytec Vario Holographic Lens 

28.74 

57.48T 

14 

Surface Mounted Box 

1.88 

26.32T 

14 

CAT 6 Keystone Jack 

4.38 

61.32T 

700 

CAT-6 Shielded Non-Plenum Cable (per ft.) 

0.59 

413.00T 

200 

14-2 Non-Plenum Cable (per ft.) 

0.50 

100.00T 

2 

Antaira 8-Port Industrial PoE+ Unmanaged Ethernet Switch 

436.25 

872.50T 

2 

Mean Well DC Power Supply 48V@5 A 

90.00 

180.00T 

1 

MeanWell DC Power Supply 24V@10A 

90.00 

90.00T 

1 

SolaHD SDU500 Uninterruptible Power Supply 

404.59 

404.591' 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

ControlbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module 

161.44 

161.44T 

1 

Miscellaneous Electrical Materials 

2,500.00 

2.500.00T 

7 

Milestone XProtect Corporate Device License 

246.75 

1.727.25T 

7 

Three Years Milestone Care Plus 

97.50 

682.50T 


rwase pay irom mis invoice. 
No other invoice will be sent 


Total 


■ ora mmmwiimwmu 

# 17-647 * 93 ’ 668 74 

Vulc«n security Technologies ^fiP 13P5S627 
06/09(2017 * P»9«s 4 FP4 D0C13S5Oti 
P04 20171655 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor. CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-647 


www.vuleansccurity.net 


_ SOLO TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20171655 

TERMS 

Net 30 

DATE 

6/9/2017 


WORK DONE AT 


Street Surveillance Cameras 
Phase IT 
Public Pools 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

136 

City Security Contract #5601 Electrical Labor 


11,560.00T 

24 

City Security Contract #5601 rT Labor 

95.00 

2.280.00T 


Pope Park Pool Surveillance 



3 

Axis Q3505-VE 9MM Dav/Nighl Fixed Dome with Support for 

WDR 

1,034.10 

3.102.30T 

2 

Axis Q3505-VE 22MM Day/Night Fixed Dome with Support for 
WDR 

1.124.10 

2.248.20T 

5 

Outdoor Pendant Kit for Axis Q3505-VE 

53.10 

265.50T 

5 

Chromated and Powder Coated Aluminum Wall Mount 

75.60 

378.00T 

1 

Raytec Vario White LED Surveillance Illuminator 

1.672.49 

1.672.49T 

1 

Raytec Vario Holographic Lens 

28.74 

28.74T 

10 

Surface Mounted Box 

1.88 

18.80T 

10 

CAT 6 Keystone Jack 

4.38 

43.80T 

500 

CAT-6 Shielded Non-Plenum Cable (per ft.) 

0.59 

295.00T 

100 

14-2 Non-Plenum Cable (per ft.) 

0.50 

50.00T 

1 

Antaira 8-Port Industrial PoE+ Unmanaged Ethernet Switch 

436.25 

436.25T 

1 

MeanWell DC Power Supply 48V@5A 

90.00 

90.00T 

1 

MeanWel! DC Power Supply 24V@10A 

90.00 

90.00T 

1 

SolaliD SDU500 Uninterruptible Power Supply 

404.59 

404.59T 

1 

SolaHD SDU Series UPS Relay Card 

217.94 

217.94T 

1 

ControlbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

129.38 

129.381 

1 

ControlbyWeb Five-Input Module 

161.44 

161.44T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860) 289-8433 
TIN 06-1109404 



INVOICE # 


17-647 


ww\v. vulcansecu rit y .net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford. CT 06103 

hpdfiscal@hartford .gov 


PO# 

20171655 

TERMS 

Net 30 

DATE 

6/9/2017 


WORK DONE AT 


Street Surveillance Cameras 
Phase II 
Public Pools 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Materials 

1,875.00 

1,875.00T 

5 

Milestone XProtect Corporate Device License 

246.75 

1.233.75T 

5 

Three Years Milestone Care Plus 

97.50 

487.50T 

88 

City Security Contract #5601 Electrical Labor 

85.00 

7,480.00T 

16 

City Security Contract #5601 IT Labor 

Goodwin Park Pool Surveillance 

95.00 

1.520.00T 

2 

Axis Q3505-VE 9MM Day/Night Fixed Dome with Support for 

WDR 

1,034.10 

2.068.20T 

2 

Axis Q3505-VE 22MM Day/Night Fixed Dome with Support for 
WDR 

1,124.10 

2,248.201 

4 

Outdoor Pendant Kit for Axis Q3505-VE 

53.10 

212.401 

4 

Chromated and Powder Coated Aluminum Wall Mount 

75.60 

302.40T 

1 

Raytec Vario White LED Surveillance Illuminator 

1,672.49 

1,672.491 

1 

Raytec Vario Holographic Lens 

28.74 

28.74T 

8 

Surface Mount Box 

1.88 

15.04T 

8 

CAT 6 Keystone Jack 

4.38 

35.04T 

400 

CAT-6 Shielded Non-Plenum Cable (per ft.) 

0.59 

236.00T 

100 

14-2 Non-Plenum Cable (per ft.) 

0.50 

50.001 

1 

Anlaira 8-Port Industrial PoE+ Unmanaged Ethernet Switch 

436.25 

436.25T 

1 

Mean Well DC Power Supply 48V@5A 

90.00 

90.00T 

I 

MeanWell DC Power Supply 24V@I0A 

90.00 

90.00T 

1 

SolaHD SDU500 Uninterruptible Power Supply 

404.59 

-1— 

404.59T 


Please pay from this invoice. 
No other invoice will be sent. 


SIGNATURE 
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20171655 


TERMS 


Net 30 


DATE 


6/9/2017 


SOLD TO 


WORK DONE AT 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdftscal@hartford.gov 


Street Surveillance Cameras 
Phase II 
Public Pools 


QUANTITY DESCRIPTION 


SolaHD SDU Series UPS Relay Card 

ControlbyWeb X-WR-1R12-1124-1 Industrial High Voltage Relay 

ControlbyWeb Five-Input Module 

Miscellaneous Electrical Materials 

Milestone XProtect Corporate Device License 

Three Years Milestone Care Plus 

Agent VI SAVV1 Realtime Events & Video Search License 
Agent VI SAVCOR-GO 1 Year Software Upgrade and Support Plant 
City Security Contract #5601 Electrical Labor 
City Security Contract #5601 IT Labor 


RATE AMOUNT 


217.94 

129.38 

161.44 


246.75 
97.50 
1,072.50 
193.05 
85.00 
95.00 


217.94T 

129.38T 

161.44T 

1.875.00T 

987.00T 

390.00T 

3,217.50T 

579.15T 

7,480.00T 

2.280.00T 


Front End Servers and Storage 

Milestone Recording Server IIPE DL360 CTO 

Shipping 

Subtotal p |Yy ^ 

Municipal - Tax Exempt Vanrkvt . 


HEIN COMMODI IES AND/OR SERl/ICBS 
ISFACTORILY11ECEIVED ON Ufta-Tq 

_. flJATE) 

L__tr!^rPARtri/ ^ ^ S HIPMENT 


'S SIGNATURE) 



CITYOFHARIVOKu 

Vendor f : 2 7 _ 

Document# : 

Orq-.yjlblll 1 Object : W tia 

Amoun t § V, L>kj. lu 
Authorized Agent:_ 



11.875.00T 
1.250.00T 
93,688.74 
0.00 


Please pay from this invoice. 
No other invoice will be sent 


This transaction constitutes the entire agreement between Buyer and Seller, and the Buyer expressly agrees to pay Ihis bill, together 
with till cost> of collection, including reasonable attorney'i fees, in event it becomes necessary lo refer the some to an attorney for 
collection It is understood and agreed dial saul leasonabie attorney's feus shall be the same as set fmrli hi Lite schedule of mmtmuro 
fee* of the Hartford County Bar Association prevailing on due date. An Ivqtuil OpporiunityfNorRiiscrtimnanim Employer 
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SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY DESCRIPTION 


Pole #1 - Vernon & Washington - 360/PTZ Combo - Use Existing 
Traffic Camera Arm 

Axis Q6000-E 60Hz MKII Outdoor-ready 360 situational awareness 
camera, comprising 4x2MP sensors @ 30fps in H.264 Zipstream and 
Motion JPEG. Tiltable sensors with exchangeable lenses. Designed to 
be integrated with any AXIS Q60-E series camera for large area 
coverage and simultaneous zoomed-in view, using the one-click PTZ 
control feature. Full size SD-card slot. No extra equipment required, 
as it uses the same brackets, power supply and network cable as the 
connected AXIS Q60-E. 

Axis Q6055-E top-of-the-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

Axis T91A67 Pole Bracket for Q60 Series Cameras 


Please pay from this invoice. 

No other invoice will be sent TOtftl 


RATE AMOUNT 


1,439.10 1.439.10T 


2,983.74 





96.24 96.24T 


Vendor» : 3^3 */ _ 

Document _ 

r w W«/H Object:_£Z££2^±^ 
Amount: 3 (b5~, 

Authored Agent: 


■Ilium f3H™<Hia i hArtCUWWWn | _ 

P0# 20174483 


SIGNATURE 


~-*mr 





















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.nel 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1 V.l 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

1,265.00T 

2 

Fluidmesh FM1200V-UN VOLO Unlimited Bandwidth License 
(lOOMbp/s) 

1,848.75 

3.697.50T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts. Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8 * 10/100/1 OOOTx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

2 

HGX Type Universal Mount 

22.49 

44.98T 


Please pay from this invoice. 

No other invoice will be sent. 1 OtUi 


SIGNATURE 


Page 2 






















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecuiity.ne; 


SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORKDONEAT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1,520.00T 


SubTotal 


17,452.33 


Pole #2 - Allen & Washington -180 / Northbound LPR 



1 

Bosch Dinion Capture 5000 IP License Plate Recognition Camera 

3,075.79 

3.075.79T 

l 

Axis Q3708-PVE 180 multi-sensor, day/night fixed dome in an IK 10 
vandal-resistant outdoor casing, Fixed focal, multi-megapixel lenses, 
focused from factory. 3 x QHD resolution, up to 15MP total in 4:3 
format. WDR Forensic Capture, Zipstream and one single IP address. 
Operation in wide temperature range powered by standard Power 
over Ethernet Plus. Midspan not included. Designed for pendant or 
wall mount arm with same bayonet joint interface as Axis' PTZ 
domes. Includes weather shield against sun, rain or snow, easily 
repaintable to blend in with the environment. 

1,799.10 

1,799.10T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcajisecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

96.24T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts. Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8*10/100/1000Tx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ContiolbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Eliington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

2,720.00T 

32 

City Security RFP #5601 Electrical Labor 

85.00 

16 

City Security RFP # 5601 IT Labor 

95.00 

1,520.00T 


SubTotal 


14,679.38 


Pole #3 - Washington & Zwieback - PTZ / Single Fixed on Hospital 
Campus / Emergency Room Driveway 



1 

Axis Q6055-E top-of-the-Iine, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 

2,983.74 

2,983.74T 


coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 




Please pay from this invoice. 

No other invoice will be sent. TOtal 


SIGNATURE 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 


20174483-00 


TERMS 


Net 30 


DATE 


9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video SurveiLlance Phase 1 V.l 
Barry Square Integration Hook Up 
Proposal AAAQ2011 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

AXIS Q3615-VE - Day/night fixed dome with 1/2" sensor, providing 
WDR Forensic Capture and Lightfmder for demanding light 
conditions. IK10 vandal-resistant outdoor casing. Pan/tilt/roll/zoom 
for remote installation and readjustment. Motorized varifocal 4.1-9 
mm P-Iris lens. Multiple, individually configurable H.264 and 

Motion JPEG streams; HDTV 1080p at up to 60 fps. Zipstream for 
reduced bandwidth and storage. Video motion detection, shock 
detection and active tampering alarm. Electronic image stabilization. 
Memory card slot for optional local video storage. Operation in wide 
temperature range powered by standard Power over Ethernet. 

Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and substantial weather shield against sun, rain or 
snow. 

1,214.10 

1,214.10T 

1 

AXIS T94V01D PENDANT KIT - Pendant kit for indoor and 
outdoor use for the AXIS Q36-VE Series compatible with Axis 
ceiling-/wall-/pole mounts with 1.5" NPS thread. 

0.00 

O.OOT 

2 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

192.48T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

632.50T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 


Page 6 























Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.8 IT 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75 W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8*10/100/1000Tx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1,520.00T 


Please pay from this invoice. T 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 


SubTotal 

Pole #4 - Washington & Jefferson - 360/PTZ Combo w/ Southbound 
LPR 


14,076.08 

l 

Bosch Dinion Capture 5000 IP License Plate Recognition Camera 

3,075.79 

3,075.79T 

1 

Axis Q6000-E 60Hz MKII Outdoor-ready 360 situational awareness 
camera, comprising 4x2MP sensors @ 30fps in H.264 Zipstream and 
Motion JPEG. Tiltable sensors with exchangeable lenses, Designed to 
be integrated with any AXIS Q60-E series camera for large area 
coverage and simultaneous zoomed-in view, using the one-click PTZ 
control feature. Full size SD-card slot. No extra equipment required, 
as it uses the same brackets, power supply and network cable as the 
connected AXIS Q60-E. 

1,439.10 

1,439.10T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcaiisecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6055-E top-of-thc-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

2,983.74 

2,983.74T 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

96.24T 

3 

Milestone XPCODL XProtect Corporate Device License 

246.75 

740.25T 

3 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

292.50T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

1,265.00T 

1 

Fluidmesh 1200 VOLO 60 Megabit Throughput License. 

1,423.75 

1,423.75T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1.I05.00T 


Please pay from this invoice. 

No other invoice will be sent Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1 V.l 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

I 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75 W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8* 10/100/1 OOOTx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControIbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControIbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1.520.00T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 


RATE 


AMOUNT 

2 

SubTotal * 

Pole #5 - Retreat & Seymour - 2 Fixed Cameras East/West 

AXIS Q3615-VE - Day/night fixed dome with 1/2" sensor, providing 

1,214.10 

19,681.13 

2,428.20T 

2 

WDR Forensic Capture and Lightfinder for demanding light 
conditions. IK10 vandal-resistant outdoor casing. Pan/tilt/roll/zoom 
for remote installation and readjustment. Motorized varifocal 4.1-9 
mm P-Iris lens. Multiple, individually configurable H.264 and 

Motion JPEG streams; HDTV 1080p at up to 60 fps. Zipstream for 
reduced bandwidth and storage. Video motion detection, shock 
detection and active tampering alarm. Electronic image stabilization. 
Memory card slot for optional local video storage. Operation in wide 
temperature range powered by standard Power over Ethernet. 

Midspan not included. Includes mounting bracket for wall/ceiling or 
junction boxes and substantial weather shield against sun, rain or 
snow. 

AXIS T94V01D PENDANT KIT - Pendant kit for indoor and 

0.00 

0.0OT 

2 

outdoor use for the AXIS Q36-VE Series compatible with Axis 
ceiling-/waII-/pole mounts with 1.5" NPS thread. 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

192.48T 

2 

Milestone XPCODL XProtect Corporate Device License 


246.75 

493.50T 


Please pay from this invoice. 

No other invoice will be sent 

Total 





SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 



INVOICE # 


17-1005 


PO# 


TERMS 


20174483-00 


~Net ~30 [ DATE | 


9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA/300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8* IO/IOO/IOOOTx (30W/Port); EOT: 
-40—70C 

536.25 

536.25T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 


No other invoice will be sent. 


Total 


SIGNATURE 


Page 12 





















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TTN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2.720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1.520.00T 


SubTotal 


12,306.44 


Pole M -130 Retreat - PTZ 



1 

Axis Q6055-E top-of-the-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

2,983.74 

2,983.74T 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

96.24T 

1 

Milestone XPCODL XProtect Corporate Device License 

246.75 

246.75T 


Please pay from this invoice, j~ 

No other invoice will be sent Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

97.50T 

2 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

1.265.00T 

2 

Fluidmesh FM1200V-UN VOLO Unlimited Bandwidth License 
(lOOMbp/s) 

1,848.75 

3,697.50T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75 W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8*10/100/1000Tx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

1 

HGX Type Universal Mount 

22.49 

22.49T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

ControlbyWeb Five-Input Module Industrial with 5-12VDC Inputs 


161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 

625.00 

625.00T 


(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 




Seal-Tight, Etc... 



32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

L520.00T 


SubTotal 


15,646.49 


Pole #7 - Retreat & Maple - 360/PTZ Combo 



1 

Axis Q6000-E 60Hz MKII Outdoor-ready 360 situational awareness 
camera, comprising 4x2MP sensors @ 30fps in H.264 Zipstream and 
Motion JPEG. Tiltable sensors with exchangeable lenses. Designed to 
be integrated with any AXIS Q60-E series camera for large area 
coverage and simultaneous zoomed-in view, using the one-click PTZ 
control feature. Full size SD-card slot. No extra equipment required, 
as it uses the same brackets, power supply and network cable as the 
connected AXIS Q60-E. 

1,439.10 

1,439.10T 


Please pay from this invoice. ^ 

No other invoice will be sent. Total 


SIGNATURE 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O’Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 


20174483-00 


TERMS 


Net 30 


DATE 


9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

1 9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6055-E top-of-the-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

2,983.74 

2,983.74T 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

96.24T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1.105.00T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

l 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 


Please pay from this invoice. 

No other Invoice will be sent Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500V A / 300W, 120V AC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 


1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 

fl lipiiy iiwtVl 1 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8*10/100/1000Tx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ControIbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControIbyWeb Five-Input Module Industrial with 5-12VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

Pole #8 - Jefferson & Seymour - 360/PTZ Combo 

95.00 

1,520.00T 

14,227.33 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 


Page 17 





















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6000-E 60Hz MKII Outdoor-ready 360 situational awareness 
camera, comprising 4x2MP sensors @ 30fps in H.264 Zipstream and 
Motion JPEG. Tiltable sensors with exchangeable lenses. Designed to 
be integrated with any AXIS Q60-E series camera for large area 
coverage and simultaneous zoomed-in view, using the one-click PTZ 
control feature. Full size SD-card slot. No extra equipment required, 
as it uses the same brackets, power supply and network cable as the 
connected AXIS Q60-E. 

1,439.10 

1,439.10T 

1 

Axis Q6055-E top-of-the-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

2,983.74 

2.983.74T 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 


96.24T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 


632.50T 


Please pay from this invoice. 

No other invoice will be sent. Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1.105.00T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

835.50T 

1 

SolaHD SDU500 Uninterruptible Power.Suppl^(UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 
Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

73.81T 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 

46.65T 

1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8* IO/IOO/IOOOTx (30W/Port); EOT: 
-40-70C 

536.25 

536.25T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-I2VDC Inputs 

161.44 

161.44T 


Please pay from this Invoice. 

No other Invoice will be sent Total 


SIGNATURE 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 


20174483-00 


TERMS 


Net 30 


DATE 


9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase 1V.1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security REP #5601 Electrical Labor 

85.00 

2,720.00T 

16 

City Security RFP # 5601 IT Labor 

95.00 

1,520.00T 


SubTotal 


14,227.33 


Pole #9 - Main & Jefferson - 360/PTZ Combo - Use existing Traffic 
Camera Arm 



1 

Axis Q6000-E 60Hz MKII Outdoor-ready 360 situational awareness 
camera, comprising 4x2MP sensors @ 30fps in H.264 Zipstream and 
Motion JPEG. Tiltable sensors with exchangeable lenses. Designed to 
be integrated with any AXIS Q60-E series camera for large area 
coverage and simultaneous zoomed-in view, using the one-click PTZ 
control feature. Full size SD-card slot. No extra equipment required, 
as it uses the same brackets, power supply and network cable as the 
connected AXIS Q60-E. 

1,439.10 

1.439.10T 


Please pay from this invoice. 

No other invoice will be sent. 1 Otal 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


17-1005 


www.vulcanseeurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Axis Q6055-E top-of-the-line, outdoor-ready PTZ dome with HDTV 
1080p, 32x optical zoom, and fast and precise pan/tilt for wide area 
coverage and detailed surveillance at great distances. The high light 
sensitivity and day/night functionality ensure high image quality even 
in low-light conditions, while Axis' Zipstream technology reduces 
bandwidth and storage requirements. With guard tour, it is possible to 
direct the camera automatically to 256 preset positions. Arctic 
Temperature Control ensures safe startup in extreme cold. AXIS 
Q6055-E offer s shock detection, automatic defog, and built-in video 
analytics, such as highlight compensation, object removed, enter/exit 
detection, autotracking, and Active Gatekeeper. 

2,983.74 

i 

2,983.74T 

1 

Axis T91A67 Pole Bracket for Q60 Series Cameras 

96.24 

96.24T 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. (One for Phase I Pole #6 for Back Haul, the other to connect 
new Pole #2) 

632.50 

632.50T 

1 

Fluidmesh 1200 VOLO 30 Megabit Throughput License. 

1,105.00 

1,105.00T 

2 

Milestone XPCODL XProtect Corporate Device License 

246.75 

493.50T 

2 

Three years Milestone Care Plus for XProtect Corporate Device 
License 

97.50 

195.00T 

1 

EXM 5412ES201610 NEMA 4-12 Rated Steel Enclosure. Key 
locked. Includes Pole Mounting Kit, Door Position Switch, Industry 
standard cutouts, Thermostat, Thermal Exhaust Fan and PTC Heater, 
Keyed Wing Handle Locks. 

835.50 

- 1 - 

835.50T 


Please pay from this invoice. I 

No other invoice will be sent. I 1 Otfll 


SIGNATURE 
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Vulcan Security Technologies 

262 EUington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. I 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

SolaHD SDU500 Uninterruptible Power Supply (UPS), DIN Rail 
Mount, 500VA / 300W, 120VAC 

371.30 

371.30T 

1 

SolaHD SDU Series UPS Relay Card, Dry Contact Monitoring of 

Low Battery, AC Failure, Remote Shutdown. 

217.94 

217.94T 

1 

Meanwell 48VDC Power Supply, DIN Rail Mount, 240W 

73.81 

yBfiuif 1 

1 

Meanwell 12VDC Power Supply, Din-Rail Mount, 75W 

46.65 


1 

Antaira Technologies LNP-800AGH-T 8-Port Industrial PoE+ 
Unmanaged Ethernet Switch, w/8*10/100/1000Tx (30W/Port); EOT: 
-40—70C 

536.25 

536.25T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

1 

ControlbyWeb X-WR-1R12-1I24-I Industrial High Voltage Relay 
with remote monitoring and reboot. 

129.38 

129.38T 

1 

ControlbyWeb Five-Input Module Industrial with 5-I2VDC Inputs 

161.44 

161.44T 

1 

Miscellaneous Electrical Material for Panel Build and Installation 
(Terminal Blocks, Circuit Breaker, Indicator LED, Standoffs, 
Seal-Tight, Etc... 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2/720.00T 

16 

City Security RFP # 5601 IT Labor 

SubTotal 

The Learning Corridor Backhaul 

95.00 

i 

1,520.00T 

14,227.33 


Please pay from this invoice. 
No other invoice will be sent. 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 17-1005 


www.vulcansecurity.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

632.50 

632.50T 


Radio. 



1 

Fluidmesh FM1200V-UN VOLO Unlimited Bandwidth License 

1,848.75 

1,848.75T 

1 

(lOOMbp/s) 

Fluidmesh FM3200B-HW single MIMO 4.9-5.8 GHz Wireless Mesh 

3,000.00 

3,000.0OT 


Radio. (Back Haul to HPSC & Base for Main St. North) 



1 

Fluidmesh FM3200-UN Unlimited Bandwidth License (150Mbp/s) 

1,562.50 

1,562.50T 

2 

HGX Type Universal Mount 

22.49 

44.98T 

500 

CAT-6 Shielded Plenum Cable - Black Jacket - Solid Core (per ft.) 

1.25 

625.00T 

1 

Miscellaneous Electrical Material for Building Wiring 

625.00 

625.00T 

12 

City Security RFP # 5601 IT Labor 

95.00 

1.140.00T 

48 

City Security RFP # 5601 Electrical Labor 

85.00 

4,080.OOT 


SubTotal 


13,558.73 


Briefcam Licensing for Phase III Cameras 



4 

Briefcam 10 Device Channel License 

1,687.50 

6.750.00T 

1 

1 Year Support & Maintenance - 40 Device Channel Licenses 

1,215.00 

L215.00T 


SubTotal 


7,965.00 


Milestone Servers 

-,- 



Please pay from this invoice. . 

No other invoice will be sent I 0t3l 


SIGNATURE 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 


20174483-00 


TERMS 


Net 30 


DATE 


9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. I 
Barry Square Integration Hook Up 
Proposal AAAQ2011 
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Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


17-1005 


www.vulcansecurity.net 


_ SOLD TO 

Hartford Police Department 
Sgt. Johnmichael O'Hare 
50 Jennings Road 
Hartford, CT 06120 
United States 


PO# 

20174483-00 

TERMS 

Net 30 

| DATE 

9/5/2017 


WORK DONE AT 


Hartford Police Department 
Video Surveillance Phase IV. 1 
Barry Square Integration Hook Up 
Proposal AAAQ2011 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

16 

Recording Servers - Use Existing Phase I / II Recording Server 
Reserve Capacity - No Charge 

SubTotal 

Integration and Post Installation Labor 

City Security RFP # 5601 IT Labor - Integration of New Cameras to 

95.00 

158,047.57 

1.520.00T 

16 

Milestone, Briefcam. Setup of New Servers. 

City Security RFP # 5601 Electrical Labor - Camera Adjustments, 

85.00 

1,360.00T 

1 

Post Installation Service. Setup and Installation of new Servers and 
Wiring. 

Shipping, Permits, Equipment 

Any permit fees incurred by Vulcan from City of Hartford to be billed 

500.00 

500.00T 

1 

at cost to Hartford Police Department 

Equipment fee for Bucket Truck (Not to Exceed) 

2,625.00 

2.625.00T 

1 

Shipping to be billed to Hartford Police Department at cost incurred 

1,000.00 

L000.0OT 


to Vulcan, not to exceed. 

Subtotal 

Municipal - Tax Exempt 

0.00% 

7,005.00 
—-0^0. _ 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


i. 


$165,052.57 


this transaction constitutes the entire agreement between Buyer and Seller, and the Buyer tspresly agrees to ply this bill, together 
with aD costs of collection, including reasonable attorney's fees, in event it becomes necessary to refer tire same to an attorney for 
collection. It is understood and agreed that said reasonable attorney's fees shall be the sane as set forth in the scberMe of minimum 
fees of the Hartfcrd County Bar Association prevailing on due date An Equal OpportimityfNondiscrimination Employer. 


SIGNATURE 
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www.vulcwuKCuriiy.nei 

■""po# ~ 




TERMS 

mimii 1 wmin i ■niriiifii'iii 

SOLD TO 


WORK DONE AT 

Hartford Police Dept 

Accounts Payable 

253 High Street 

Hartford, CT 06103 
hpdfiscal@hartibrd.gov 

50 Jennings Road 

Real Time Crime Center 

Proposal AAAQ2435 










Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.Yutcansecuriiy.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@harttbrd.gov 



INVOICE # 


18-233 


PO# 


TERMS 


20181840-00 


Net 30 


DATE 


2/16/2018 


WORK DONE AT 


Hartford Police Department 
Mobile Surveillance Unit 
Proposal AAAH001 

■m 

Inv* 18-23$ $ 28,762.07 

Vulcan Security Taohnalogias Ino. 

_ 02/16/2018 # p»8« 6 FP6 DOC 152S11750 

POP 20181840 


QUANT1TV 

DESCRIPTION 


...dOUNT 

1 

Mobile Surveillance Unit MKI - Ail In One Covert Cameras and 
Audio Recording 

SB 100 100AH Lithium Ion Battery 12VDC - 5 year warranty 

1.624.99 

1,624.991 

1 

DP-SSI 12V 10A Lithium Ion Battery' Charger- 

223.74 

223.74T 

1 

lithiuinion-balleries.com 

0659-001 Axis F44 Flex Series Main Unit 

528.74 

528.74T 

4 

0678-001 Axis F1015 Sensor Unit 12M 1080P Varifocal. 

288.74 

L154.96T 

4 

5506-221 Axis F8225 Varifocal Bullet Accessory 

23.13 

92.52T 

2 

5506-801 Axis 64GB MicroSDXC Storage Card for Edge Storage 

76.24 

152.481 

1 

ASK-4 1/300 Louroe Audio Surveillance Kit #4 - Includes Amplifier 

284.99 

284.99T 

1 

and Verifact 'A' Type Condensor Microphone 

16F06 Protective Sleeves for Axis Camera Sensor Units 

20.75 

20.75T 

1 

SM-T350NZAAXAR Samsung Galaxy Tub A - Tablet - Android 5.0 

235.18 

235.18T 

1 

(LOLLIPOP) - 16 GB - 8" 

XOOOSU2A7T Supcnse SUP-TABA-8-BeetlePro-B!k Samsung 

30.61 

30.61T 

1 

Galaxy Tab Hard Case 

1BR600-LPE-VZ Cradlcpoint COR 1BR600 Wireless 4G LTE Router 

812.49 

8I2.49T 

1 

- Verizon Locked 

170654-000 Cradlepoint 5-in-l GPS/Cell/Wi-Fi Antenna 

499.99 

499.99T 

1 

170635-100 Cradlepoint Power & GPIO Cable 6.6ft 

0.00 

0.00T 

1 

1M2720BLK Pelican Storm Case 2720BT.K 

331.25 

33I.25T 

1 

Misc. Electrical Material 

625.00 

625.00T 

32 

City Security RFP # 5601 Electrical Labor 

85.00 

2,720,00T 


Please pay from this invoice. 

No other invoice will be sent. 1 Total 
















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


18-233 


mvw.vuliansccurily.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

24 

City Security RFP # 5601 IT labor - Design/Programming Labor 

Battery Unit 

95.00 

2.280.00T 

1 

IM2400 Pelican Storm IM2400 - Molded HPX Resin Case - 19.2" x 
15.2" x 7.3" 

178.84 

I78.84T 

1 

SB50 50AH Lithium Ion Battery 12VDC - 5 year warranty 

862.49 

862.49T 

1 

DP-SS1 12V 10A Lithium Ion Battery Charger - Will be separate 
from the battery unit with a safety disconnect for charging 

223.74 

223.74T 

1 

Misc. Elec. Miscellaneous Electrical Material for Panel Build (Ml 2 
Socket connectors, Wire. Fasteners, Fuse, Etc...) 

250.00 

250.00T 

8 

City Security RFP ft 5401 Electrical Labor - Build Labor 

Communication Package 

85.00 

680.00T 

1 

IM2300 Pelican Storm 1M2300 - Molded HPX Resin Case - 18.2" x 

13,4" x 6.7" 

163.41 

163.41T 

1 

IBR600-LPE-VZ Cradlcpoinl COR 1BR600 Wireless 4G LTE Router 
- Verizon Locked 

812.49 

812.49T 

1 

170635-100 Cradlepoint Power & GPIO Cable 6.6ft 

18.11 

18.1 IT 

1 

SDR75-12 Meanwcli 7Sw 12VDC Power Supply 

40.75 

40.75T 

1 

LN P-0500-24-T Antaira Technologies LNP-0500-24-T 5-Port 
Industrial PoE+ Unmanaged Ethernet Switch, Wide Temperature 
Range, 12-36VDC Input 

373.75 

373.75T 


Please pay from this Invoice. 

No other invoice will be seal. Total 


SIGNATURE 


_ SOLO TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
bpdfiscal@ha rtford.gov 


PO# 


20181840-00 


TERMS 


Net 30 


DATE 2/16/2018 


WORK DONE AT 


Hartford Police Department 
Mobile Surveillance Unit 
Proposal AAAI 1001 


Pago 2 

















Vulcan Security Technologies 

262 Islington Rd 
South Windsor, Cl' 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


w\vw. vulran security.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT06103 

hpdliscal@hartlbrd.gov 





PO# 


TERMS 


20181840-00 


Net 30 


2/16/2018 


WORK DONE AT 


Hartford Police Department 
Mobile Surveillance Unit 
Proposal AAAI 1001 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Misc. Elcc. Miscellaneous Electrical Material for Panel Build (Ml 2 
Socket connectors, Wire, Fasteners, Fuse, Etc...) 

662.50 

662.50T 

16 

City Security RFP # 5601 Electrical Labor 

85.00 

1.360.00T 

24 

City Security RFP U 5601 IT Labor - Design/Programming Labor 

95,00 

2,280.001 


Camera Package 



2 

1555 Pelican Storm 1M2400 - Molded I IPX Resin Case -19.2“ x 

15.2" x 7.3" 

178.84 

357.68T 

3 

GLOBETROTTER AIR McFOTO Globetrotter Air Tripod - Weight: 
3.2 lb (1.5 kg) -Maximum Load: 17.6 lb (8 kg) - Folded Length: 12.2 
in (31 cm) - Max Height w/Col Expand: 68.1 in (173 cm) 

281.25 

843.75T 

1 

Canon VB-H43B Black - Indoor PTZ network camera with 340-DEG 

2,114.41 

2,114.4 IT 


rotation. 20x optical zoom, auto locus, and day/night switching. 
Multiple 11.264 and Molion JPEG streams; max Full HD 1080p 
resolution at 30fps. Smart Shade Control - dynamic contrast. 6 
in-built video & audio intelligent analytic functions. Powered by PoE, 
24V AC and 12V DC (Power supply not included). Two way audio, 
Input/Output ports and SD/SDHC/SDHX Card slot for Edge storage. 
Available in Black (/B). 




Please pay Rom this invoice. 
No other invoice will be sent. 


Total 



















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (8601-289-8433 
TIN 06-1109404 



INVOICE# 18-233 


www.vulcaniKcurity.ncl 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20181840-00 

TERMS 

Net 30 

DATE 

2/16/2018 

WORK DONE AT 

Hartford Police Department 
Mobile Surveillance Unit 



Proposal AA All 001 




QUANTITY 


DESCRIPTION 


RATE 


AMOUNT 


1 


Canon VB-M50B Indoor PTZ network camera with 348-DEG 
rotation and large aperture lens ideal for low light applications. 5x 
optical zoom, auto focus, day/night switching and Clear IR Mode. 
Multiple H.264 and Motion JPEG streams; max 1.3MP 720p 
resolution at 30fps. Smart Shade Control - dynamic contrast, ADSR - 
Arca-spccillc Data Size Reduction technology and Motion-Adaptive 
Noise Reduction. 9 in-built video & audio intelligent analytic 
functions and linked events. Powered by PoE, 24V AC and 12V DC 
(Power supply not included). Two wny audio, Input/Outpul ports and 
SD/SDHC/SDHX Card slot for Edge storage. Only available in 
Black. 


3,059.41 


3,059.4 IT 


Please pay from this invoice. 
No other invoice will he sent. 


Total 


SIGNATURE 


Page 4 





















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE# 


18-233 


m. vulcanseciifily.net 


QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

0743-001 Axis Q36I6-VF Day/night fixed dome with 1/2" sensor, 
providing WDR - Forensic Capture and Lighlfinder for demanding 
light conditions. 1K.10 vandal-resistant outdoor casing. 
Pan/tilt/roll/zoom for remote installation and readjustment. Motorized 
varifocal 4.1-9 mm P-Iris lens. Multiple, individually configurable 
H.264 and Motion JPEG streams: HDTV !080p at up to 60 fps. 
Zipstreatn for reduced bandwidth and storage. Video motion 
detection, shock detection and active tampering alarm. Electronic 
image stabilization. Memory cord slot for optional local video 
storage. Operation in wide temperature range powered by standard 
Power over Ethernet. Midspan not included. Includes mounting 
bracket for wall/ceiling or junction boxes and substantial weather 
shield against sun, rain or snow, 

1.214.10 

L214.10T 

1 

5801-431 Axis T94V01D Pendant kit for indoor and outdoor use for 
the AXIS Q36-VE Series compatible with Axis ceiling-Avall-/polc 
mounts with 1.5" NPS thread. 

80.10 

8o.i or 

1 

5017-051 Holding device for pendant mounted cameras. For use with 
1,5" pipes with NPS or NPT threading. Compatible with ail cameras 
with standard tripod threading. 

26.10 

26.1OT 

3 

XPCODL Milestone XPCODL XProtect Corporate Device License 

246.75 

740.25T 

3 

Y3XPCODL Three years Milestone Care Plus for XProtect Corporate 
Device License 

97.50 

292.50T 


Shipping 

500.00 

500.00T 


Please pay from this invoice. 

No other invoke will be sent. 1 OIH1 


SIGNATURE 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
lhpdtiscal@hartford.gov 


PO# 


20181840-00 


TERMS 


Net 30 


DATE 2/16/2018 


WORK DONE AT 


Hartford Police Department 
Mobile Surveillance Unit 
Proposal AAAI1001 


Page 5 


















Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (8601-289-8433 
TIN 06-1109404 


www.vuJctDseairiiy.ncl 



\ ^ 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscnI@hartford.gov 


TERMS 


Net 30 


WORK DONE AT 


2 / 16/2018 


Hartford Police Department 
Mobile Surveillance Unit 
Proposal AAA1I 001 


QUANTITY 


DESCRIPTION 


Subtotal 

Municipal - Tax Exempt 


0 . 00 % 


AMOUNT 


28,752.07 

0.00 


Please pay from this invoice. 
No other Invoice will be sent. 


Tbo irtusKtion cousin nK>s the otWi Jfuwottit \h?uv<cn Buyci ml Scitct, and ite Dn>w «p»evs{) a^cw to pa> ihis kill. co^ritti 
with ill <t»i« nf cnlWnwi. readable Jiionxys fc«i. in cwtut if become* fKccswy lo icltt ihe saw to an itontcy for 

<cltcclKo II <s uodemoosi 4x4 Out laid Te*$on>ble uiomvy* f«,< shiU be iuk u let faith ti the icbedale of ndmoimn 
fee* of ike Hartford L'rtpuy Dir A'si.X'aiWi prevaliagoa Ate thte An f-tj-wl Op^onuow-KrtKhxrimlMrirvy git»pl.Y»rt 


Total 


$28,752.07 



Page 6 





















Vulcan Security Technologies 

262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


SB 


INVOICE # 


18-252 


www.vulcansecuriiy.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 20183153-00 
TERMS Net 30_ DATE 


WORK DONE AT 


50 Jennings Road 
Real Time Crime Center 
Proposal AAA02435 


2/22/2018 


QUANTITY 


DESCRIPTION 


BriefCam Enterprise License and Development 
ENT-HARTFORD-Enterprise License (Payable by April 1st 2018) - 
Uncapped license for use by Hartford PD RTCC. Includes; Cameras, 
Clients, Named Users, Processing Servers, Research and Respond 
Channels. FREE - Included as part of development deal - delivered 
immediately but contingent on full payment of total deal in FY2018. 
Municipal - Tax Exempt 


■III im PJffl^hiJrHIAWfrHM'lfillll 

Inv# IB-252 * 3B2.531.B3 

Vulcan Saourity Technologias Inc. 

02/22/2018 * Pagai 1 FP1 D0CJ52S11731 

POf 20183153 


AMOUNT 




HEREIN commodities and/or services 

SATISFAC TORILY RECEIVED ON_ 


(DATE) 

.SHIPMENT 


Vendor (1:——- 
Document tL„_— 

( Amount—_. 
Authorized As* 





Please pay from this invoice. 
No other invoice will be sent. 


Total 


$ 382 , 531.83 


■11,15 rrensocon cMatilutea the owe «pco.™> between Buyer and Seller, and die Buyer eupresoly .pees ro pay th.s Ml, weelW 
will, all costs of collection, including reasonable attorney's fees, in erect it becomes neecss.ry to refer the same to an attorney tor 
colkoicm. It is understood and agreed that saut reasonable monuiy's fees shall lx the same an set forth tn the schedule of minimum 
lees of (he Hartford County Bar Association prevailing on doe dole An Equal OppomuuK'Neodiienmmanuo Employe, 


SIGNATURE 











Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


19-534 



SOLD TO 

Hartford Police Dept 


Accounts Payable 


253 High Street 


Hartford, CT 06103 


hpdfiscal@hartford.gov 




Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


QUANTITY 


600 

1 


16 

40 


DESCRIPTION 


CAT-6 Shielded Direct Burial Cable - Black Jacket - Solid Core (per 

0.72 

432.00T 

Miscellaneous Material for Installation - J-Hooks, Rigid Conduit, 
Weatherproofing, Roof Sleds, Ballast, Hangars, Firestop, J-Boxes, 

2,500.00 

2.500.00T 

City Security RFP # 5601 IT Labor 

City Security RFP # 5601 Electrical Labor 

95.00 

85.00 

1.520.00T 

3.400.00T 

Permits and Fees 



Equipment Fee for Bucket Truck 

Permit Set Aside for Electrical and Obstruction Permits pulled with 

1,200.00 

250.00 

1,200.00T 

250.00T 

Hartford LNI 

300.00 

300.00T 

Shipping and Freight 

76,037.04 

Subt0,a ' , -crfYOFHAKfTORD" j 




Vendor 

Document #;— ~r t CM 

LjM 

Amounts 

Authorized Agents 


RATE 


Please pay from this invoice. 
No other invoice will be sent. 


with alt costs of collection, including reasonable a orney V. » I , j ^ tJlc as se{ forth in lltc schedule of minimum 


Total 


AMOUNT 


$76,037.04 


SIGNATURE 


Page 13 





Vulcan Security Technologies 


262 Ellington Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


3k 



20192441 


TERMS 


Net 30 


DATE I 4/18/2019 


WORK DONE AT 


Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


QUANTITY 


DESCRIPTION 


RATE AMOUNT 


#1 - Arch St. & Prospect St. 360 / PTZ 

AXIS Q6000-E 60HZ MKII - Outdoor-ready 360 situational 
awareness camera, comprising 4x2MP sensors @ 30fps in H.264 
Zipstream and Motion JPEG. Tillable sensors with exchangeable 
lenses. Designed to be integrated with any AXIS Q60-E series camera 
for large area coverage and simultaneous zoomed-in view, using the 
one-click PTZ control feature. Full size SD-card slot. No extra 
equipment required, as it uses the same brackets, power supply and 
network cable as the connected AXIS Q60-E. 

AXIS Q6155-E 60HZ - Compact top performance HDTV PTZ for 
outdoor and indoor use with unique Laser Focus giving perfect focus. 
HDTV 1080p resolution in 30fps, perfect image quality in all 
directions without distortion due to Axis' Sharpdome technology. 
Repaintable surface, will easily blend into the surroundings. 30x 
zoom 120dbWDR, EIS, automatic defog, Advanced gate keeper and 
Lightfmder. Midspan with fiber included 
AXIS T94A01C ATTACHMENT KIT - For attaching AXIS Q61 
PTZ network camera to AXIS Q6000-E Mkll PTZ network camera. 


1,439.10 1.439.10T 


2,879.10 2,879.10T 


89.10 89.10T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


SIGNATURE 


Page 1 














Vulcan Security Technologies 

262 Ellington Rd-—- 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansccurity.net 


SOLD TO 

Hartford Police Dept 


Accounts Payable 


253 High Street 


Hartford, CT 06103 


hpdfiscal@hartford.gov 


1 1 ' —- 


QUANTITY 


1 

1 

2 

2 


DESCRIPTION 


PO# 

20192441 

TERMS 

Net 30 DATE I 4/18/2019 

WORK DONE AT 

Hartford City Hall 

Exterior Video Surveillance 


Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianni 


1 D*Tir 1 

AMOUNT 


AXIS T91L61 WALL-AND-POLE MOUNT -Wall-and-Pole Mount 
for Axis PTZ and multi-sensor cameras. Built-in Ethernet cable with 
an IP66 RJ45 connector for quick installation with protection against 
dust and water. Connect PoE via either RJ45 or IDC 
(insulation-displacement contact) connectors. Suitable for both indoor 
and outdoor environments. Separate stainless steel straps required for 
pole installation. 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh FM1200 VOLO Unlimited Bandwidth License. 

Fluidmesh FM1200 VOLO 30 Megabit Throughput License. 

HGX Type Universal Mount 

Fluidmesh Low Voltage POE Injector for FM1200 and FM3100. 
Input and Output 12-24VDC 

Axis T8144 60W Industrial Midspan - Industrial midspan with 
extended temperature range, PoE 60W and dual DC 12/24 V DC 
power input for redundancy. Operating temperature -40 to +75 degC 
or -40 to +167 F. DIN and wall mount included. 

Vulcan MKIII Outdoor Camera Control Panel - EXMNEMA 4-12 
Rated Steel Enclosure - Weather Rated, Inner Steel Panel, Pole 
Mounting Kit, Wing Handle w/ Keylock, tamper switch, Exhaust 

Filter, Touch Safe-Heater. 

IMO 2 Pole 20A Circuit Breaker 


89.10 


89.10T 


490.00 

980.00T 

,522.50 

910.00 

24.00 

109.38 

1,522.50T 

910.00T 

48.00T 

218.76T 

224.10 

224.10T 

625.00 

625.OOT 

17.86 

17.86T 


Please pay from this invoice. 
Nn nfher invoice will be sent 


Total 



Page 2 





Vulcan Security Technologies 

262 Ellington R d---- 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansecurity.net 


PO# 

20192441 



TERMS 

Net 30 DATE I 4/18/2019 

SOLD TO 


WORK DONE AT 

Hartford Police Dept 

Accounts Payable 

253 High Street 

Hartford, CT 06103 
hpdfiscal@hartford.gov 


Hartford City Hall 

Exterior Video Surveillance 

Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianni 

i . mn 1 A l 


QUANTITY 


1 

2 

2 

1 

32 

8 


DESCRIPTION 


,ED Pilot Light - Blue - 120V AC 
jl.ED Pilot Light - Green - 24VDC 

Antaira Technologies 8-Port Industrial PoE+ Unmanaged Ethernet 
Switch, w/8* 10/100/1000TX (30w/Port), 12-36VDC; EOT -40-7 5 C 
Mean Well SDR-480-24 10A 24VDC Din-Rail Power Supply 
Controlbyweb WebRelay-10 Plus Industrial Control Board. Includes 
10x 30A Form C Relays, 2x Digital Inputs, 8x temp sensor slots. 
Built in Web Server for control. 

SolaHD 500VA Din Rail Mount Industrial UPS 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 

License 

Miscellaneous Electrical Material for Panel Build and Pole 
Installation 

City Security RFP # 5601 Electrical Labor 
City Security RFP # 5601 IT Labor 

#2 - Arch St. Near City Hall Entry 1 PTZ + 2 Fixed 


RATE 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


5.31 

5.31T 

5.31 

5.31T 

611.25 

611.25T 

174.56 

174.56T 

562.44 

562.44T 

435.43 

435.43T 

246.75 

493.50T 

97.50 

195.00T 

625.00 

625.00T 

85.00 

2/720.00T 

95.00 

760.00T 


SIGNATURE 


Page 3 






Vulcan Security Technologies 


INVOICE # 


19-534 


South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 




mw.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO # 2 0192441 __ 

TERMS Net 30 [ DATE 

WORK DONE AT 

Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


4/18/2019 


QUANTITY 


DESCRIPTION_ 

AXIS Q6155-E 60HZ - Compact top performance HDTV PTZ for 
outdoor and indoor use with unique Laser Focus giving perfect focus. 
HDTV 1080p resolution in 30fps, perfect image quality in all 
directions without distortion due to Axis' Sharpdome technology. 
Repaintable surface, will easily blend into the surroundings. 30x 
zoom 120dbWDR, EIS, automatic defog. Advanced gate keeper and 

Lightfinder. Midspan with fiber included 

AXIS Q3617-VE - Day/night fixed dome with 1/2" sensor, providing 
WDR Forensic Capture and Lightfinder for demanding light 
conditions. IK10 vandal-resistant outdoor casing. Pan/tilt/roll/zoom 
for remote installation and readjustment. Motorized varifocal 4.1-9 
mm P-Iris lens. Multiple, individually configurable H.264 and 
Motion JPEG streams; up to 4MP @ 30 fps with WDR, 6 MP @ 20 
fps without WDR. Zipstream for reduced bandwidth and storage 
needs. Video motion detection, shock detection and active tampering 
alarm. Electronic image stabilization. Memory card slot for optional 
local video storage. Operation in wide temperature range powered by 
standard Power over Ethernet. Midspan not included. Includes 
mounting bracket for wall/ceiling or junction boxes and substantial 
weather shield against sun, rain or snow. 


RATE amount 
2,879.10 2,879.10T 


1,394.10 2,788.20T 



Please pay from this invoice. 
No other Invoice will be sent. 




Page 4 


SIGNATURE 





Vulcan Security Technologies 

- 262 Ellington Rd -- 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 





INVOICE # 


19-534 


www.vulcansccurity.net 


_ SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO# 

20192441 

TERMS 

Net 30 

DATE 

4/18/2019 


WORK DONE AT 


Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


QUANTITY 


1 


DESCRIPTION 


AXIS T91L61 WALL-AND-POLE MOUNT - Wall-and-Pole Mount 
for Axis PTZ and multi-sensor cameras. Built-in Ethernet cable with 
an IP66 RJ45 connector for quick installation with protection against 

dust and water. Connect PoE via either RJ45 or IDC 
(insulation-displacement contact) connectors. Suitable for both indoor 
and outdoor environments. Separate stainless steel straps required for 
pole installation. 

AXIS T91D67 POLE MOUNT - Chromated and powder coated 
aluminum pole mount with 1.5" NPS thread for fixed dome pendant 
kits. Room for cable routing inside. Includes insect-proof cable gasket 
and 1 pair of stainless steel straps for poles with diameter up to 
400mm (15.7"). White in color. Requires mounting tool for straps 
tensioning (Part no: 21776). 

AXIS T94V01C Dual Camera Mount allows back-to-back 
installation of two Axis cameras for panoramic coverage. Compatible 
with a wide range of Axis dome cameras, box cameras, and bullet 
cameras. Compatible with Axis mounting accessories with 1.5" NPS 
threaded interface, for mounting on walls, poles, and under ceilings. 
AXIS T94V01C is IK10 rated for impact resistance, which safeguards 
it against vandalism. Suitable for both indoor and outdoor use. Note 
To ensure physical stability, do not use AXIS T94V01C for single 
camera installations. 


RATE 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


89.10 


75.60 


89.10 


AMOUNT 


89.10T 


75.60T 


89.10T 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd ___ 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 19-534 


www.vulcansecurity.net 


SOLD TO 

Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 
hpdfiscal@hartford.gov 


PO# 

20192441 

TERMS 

Net 30 

DATE 4/18/2019 

WORK DONE AT 

Hartford City Hall 

Exterior Video Surveillance 


Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianni 



QUANTITY 

DESCRIPTION 

RATE 

AMOUNT 

1 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

490.00 

490.00T 

1 

Fluidmesh FM1200 VOLO 30 Megabit Throughput License. 

910.00 

910.00T 

1 

HGX Type Universal Mount 

24.00 

24.001 

1 

Fluidmesh Low Voltage POE Injector for FM1200 and FM3100. 

Input and Output 12-24VDC 

109.38 

109.38T 

1 

Axis T8144 60W Industrial Midspan - Industrial midspan with 
extended temperature range, PoE 60W and dual DC 12/24 V DC 
power input for redundancy. Operating temperature -40 to +75 degC 
or -40 to +167 F. DIN and wall mount included. 

224.10 

224.10T 

1 

Vulcan MKIII Outdoor Camera Control Panel - EXM NEMA 4-12 
Rated Steel Enclosure - Weather Rated, Inner Steel Panel, Pole 
Mounting Kit, Wing Handle w/ Keylock, tamper switch, Exhaust 
Filter, Touch Safe-Heater. 

625.00 

625.00T 

1 

IMO 2 Pole 20A Circuit Breaker 

17.86 

17.86T 

1 

LED Pilot Light - Blue - 120VAC 

5.31 

5.31T 

5.31T 

1 

LED Pilot Light - Green - 24VDC 

5.31 

1 

Antaira Technologies 8-Port Industrial PoE+ Unmanaged Ethernet 
Switch, w/8*10/100/1000Tx (30w/Port), 12-36VDC; EOT -40-75C 

611.25 

611.25T 

1 

1 

Mean Well SDR-480-24 10A 24VDC Din-Rail Power Supply 

174.56 

174.561 

Controlbyweb WebRelay-10 Plus Industrial Control Board. Includes 
lOx 30A Form C Relays, 2x Digital Inputs, 8x temp sensor slots. 

Built in Web Server for control. ( 

562.44 

-r 

562.44T 


No other invoice will be sent. 


Total 


SIGNATURE 
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Vulcan Security Technologies 



South Windsor, CT 06074 
Phone; (860)-289-8433 
TIN 06-1109404 


INVOICE # 


19-534 


wvw.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO# 


TERMS 


20192441 _ 


DATE 


WORK DONE AT 


Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


4/18/2019 


QUANTITY 


DESCRIPTION__ 

SolaHD 500VA Din Rail Mount Industrial UPS 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 

License 

Miscellaneous Electrical Material for Panel Build and Pole 
Installation 

City Security RFP # 5601 Electrical Labor 
City Security RFP # 5601 IT Labor 

#3 - Prospect St. & Front St. 360/PTZ + 1 PTZ 

AXIS Q6000-E 60HZ MKII - Outdoor-ready 360 situational 
awareness camera, comprising 4x2MP sensors @ 30fps in H.264 
Zipstream and Motion JPEG. Tiltable sensors with exchangeable 
lenses. Designed to be integrated with any AXIS Q60-E series camera 
for large area coverage and simultaneous zoomed-in view, using the 
one-click PTZ control feature. Full size SD-card slot. No extra 
equipment required, as it uses the same brackets, power supply and 
network cable as the connected AXIS Q60-E. 


RATE 


AMOUNT 



Please pay from this invoice. 
No other invoice will be sent. 


Total 
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Vulcan Security Technologies 

262 Ellington Rd __ 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO# 


TERMS 


20192441 


Net 30 DATE 4/18/2019 


WORK DONE AT 


Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


QUANTITY 

1 1--- 

DESCRIPTION 

RATE 

AMOUNT 

2 

AXIS Q6155-E 60HZ - Compact top performance HDTV PTZ for 
outdoor and indoor use with unique Laser Focus giving perfect focus. 

2,879.10 

5.758.20T 

! 

HDTV 1080p resolution in 30fps, perfect image quality in all 
directions without distortion due to Axis' Sharpdome technology. 
Repaintable surface, will easily blend into the surroundings. 30x 
zoom 120dbWDR, EIS, automatic defog. Advanced gate keeper and 



1 

Lightfinder. Midspan with fiber included 

AXIS T94A01C ATTACHMENT KIT - For attaching AXIS Q61 

89.10 

89.10T 

PTZ network camera to AXIS Q6000-E Mkll PTZ network camera. 

89.10 

178.20T 

2 

AXIS T91L61 WALL-AND-POLE MOUNT - Wall-and-Pole Mount 


for Axis PTZ and multi-sensor cameras. Built-in Ethernet cable with 
an IP66 RJ45 connector for quick installation with protection against 




dust and water. Connect PoE via either RJ45 or IDC 




(insulation-displacement contact) connectors. Suitable for both indoor 
and outdoor environments. Separate stainless steel straps required for 



1 

pole installation. 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 

490.00 

490.00T 

1 

Radio. 

Fluidmesh FM1200 VOLO 30 Megabit Throughput License. 

910.00 

24.00 

109.38 

910.00T 

24.001' 

109.38T 

1 

1 

HGX Type Universal Mount 

Fluidmesh Low Voltage POE Injector for FM1200 and FM3100. 


Input and Output 12-24VDC 

- r 



- E v 

No other invoice will be sent. 


Total 


SIGNATURE 
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Vulcan Security Technologies 

262 Elling t on -Rd 
South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


mw.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO# 


TERMS 


20192441 


Net 30 | DATE j 4/18/2019 


WORK DONE AT 


Hartford City Hall 
Exterior Video Surveillance 
Proposal AAAQ3001 
Contact: Sgt. Chris Mastroianni 


QUANTITY 


1 

1 

1 

1 

1 

1 


1 

3 

3 


Axis T8144 60W Industrial Midspan - Industrial midspan with 
extended temperature range, PoE 60W and dual DC 12/24 
power input for redundancy. Operating temperature -40 to +75 degC 
or -40 to +167 F. DIN andwall mount included. 

Vulcan MKIII Outdoor Camera Control Panel - EXM NEMA 4-1 
Rated Steel Enclosure - Weather Rated, Inner Steel Pa ^ el > e 
Mounting Kit, Wing Handle w/ Keylock, tamper switch, Exhaust 

Filter, Touch Safe-Heater. 

[MO 2 Pole 20A Circuit Breaker 
,ED Pilot Light - Blue - 120VAC 

LED Pilot Light- Green -24VDC , . 

Antaira Technologies 8-Port Industrial PoE+ 

Switch, w/8* 10/100/1 OOOTx (30w/Port), 12-36VDC; EOT -40-75C 
Mean Well SDR-480-24 10A 24VDC Din-Rail Power Supp y 
Controlbyweb WebRelay-10 Plus Industrial Control Board. Includes 
10x 30A Form C Relays, 2x Digital Inputs, 8x temp sensor slots. 

Built in Web Server for control. 

SolaHD 500VA Din Rail Mount Industrial UPS 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 

License 

Miscellaneous Electrical Material for Panel Build and Pole 

Installation____ 

Please pay from this invoice. I Tq^ j 

No other invoice will be sent. 



RATE 

amount 

224.10 

448.20T 

625.00 

. 625.00T 

17.86 

17.86T 

5.31 

5.31T 

5.31 

5.31T 

611.25 

611.25T 

174.56 

174.56T 

562.44 

562.44T 

435.43 

435.43T 

246.75 

740.25T 

97.50 

292.50T 

625.0C 

625.00T 




SIGNATURE 
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Vulcan Security Technologies 

262 Ellington R d---- 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansecurity.net 


SOLD TO 

Hartford Police Dept 


Accounts Payable 


253 High Street 


Hartford, CT 06103 


hpdfiscal@hartford.gov 


l___— 


PO# 

20192441 

TERMS 1 

Net 30 DATE | 4/18/2019 


WORK DONE AT 

Hartford City Hall 

Exterior Video Surveillance 

Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianm 

-—-• J 


QUANTITY 


DESCRIPTION 

City Security RFP # 5601 Electrical Labor 
City Security RFP # 5601 IT Labor 

#4 - Main & Wells 180 + PTZ 

AXIS Q6155-E 60HZ - Compact top performance HDTV PTZ for 
outdoor and indoor use with unique Laser Focus giving perfect focus. 
HDTV 1080p resolution in 30fps, perfect image quality in all 
directions without distortion due to Axis' Sharpdome technology. 
Repaintable surface, will easily blend into the surroundings. 3 x 
zoom 120dbWDR, EIS, automatic defog, Advanced gate keeper and 
Lightfmder. Midspan with fiber included 

AXIS Q3708-PVE -180 multi-sensor, day/night fixed dome m an 
IK10 vandal-resistant outdoor casing. Fixed focal, multi-megapixel 
lenses, focused from factory. 3 x QHD resolution, up to 15MP total in 
4-3 format. WDR Forensic Capture, Zipstream and one single IP 
address. Operation in wide temperature range powered by standard 

Power over Ethernet Plus. Midspan not included. Designed for 

pendant or wall mount arm with same bayonet joint interface as Axis 
PTZ domes. Includes weather shield against sun, rain or snow, easily 
repaintable to blend in with the environment. 


Please pay from this Invoice. 
No other invoice will be sent. 


RATE amount 


2,879.10 


1,799.10 


Total 


2,879.10T 


1,799.10T 


SIGNATURE 
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Vulcan Security Technologies 

262 Ellington Rd ____ 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansccurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


QUANTITY 


PO# 

20192441 

TERMS 

Net 30 DATE 

4/18/2019 

r “" WORK DONE AT 

Hartford City Hall 

Exterior Video Surveillance 


Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianni 



a nm [WT 


DESCRIPTION 


AXIS T91L61 WALL-AND-POLE MOUNT - Wall-and-Pole Mount 
for Axis PTZ and multi-sensor cameras. Built-in Ethernet cable with 
an IP66 RJ45 connector for quick installation with protection against 

dust and water. Connect PoE via either RJ45 or IDC 

(insulation-displacement contact) connectors. Suitable for both indoor 
and outdoor environments. Separate stainless steel straps required for 
pole installation. 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh FM1200 VOLO Unlimited Bandwidth License. 

HGX Type Universal Mount 

Fluidmesh Low Voltage POE Injector for FM1200 and FM3100. 
Input and Output 12-24VDC 

Axis T8144 60W Industrial Midspan - Industrial midspan with 
extended temperature range, PoE 60W and dual DC 12/24 V DC 
power input for redundancy. Operating temperature -40 to +75 degC 
or -40 to +167 F. DIN and wall mount included. 

Vulcan MKIII Outdoor Camera Control Panel - EXM NEMA 4-12 
Rated Steel Enclosure - Weather Rated, Inner Steel Panel, Pole 
Mounting Kit, Wing Handle w/ Keylock, tamper switch, Exhaust 

Filter, Touch Safe-Heater. 

IMO 2 Pole 20A Circuit Breaker 
LED Pilot Light - Blue - 120VAC 


89.10 


178.20T 


490.00 

490.00T 

,522.50 

24.00 

109.38 

1,522.50T 
24.00T 
109.38T 

224.10 

224.10T 

625.00 

625.00T 

17.86 

5.31 

17.86T 

5.31T 


Please pay from this invoice. 
No other invoice will be sent. 


Total 
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Vulcan Security Technologies 

262 Ellington Rd _ 

South Windsor, CT 06074 
Phone: (860)-289-8433 
TIN 06-1109404 



INVOICE # 


19-534 


www.vulcansecurity.net 


SOLD TO 


Hartford Police Dept 
Accounts Payable 
253 High Street 
Hartford, CT 06103 

hpdfiscal@hartford.gov 


PO# 

20192441 

TERMS 

Net 30 

DATE 4/18/2019 


WORK DONE AT 

Hartford City Hall 

Exterior Video Surveillance 

Proposal AAAQ3001 

Contact: Sgt. Chris Mastroianni 

.... . 

-—-r 



1 

2 

2 

1 

32 

8 


2 

2 


DESCRIPTION 

iJED Pilot Light - Green - 24VDC 
Antaira Technologies 8-Port Industrial PoE+ Unmanaged Ethernet 
Switch, w/8* 10/100/1 OOOTx (30w/Port), 12-36VDC; EOT -40-75C 
Mean Well SDR-480-24 10A 24VDC Din-Rail Power Supply 
Controlbyweb WebRelay-10 Plus Industrial Control Board. Includes 
10x 30A Form C Relays, 2x Digital Inputs, 8x temp sensor slots. 
Built in Web Server for control. 

SolaHD 500VA Din Rail Mount Industrial UPS 
Milestone XPCODL XProtect Corporate Device License 
Three years Milestone Care Plus for XProtect Corporate Device 
License 

Miscellaneous Electrical Material for Panel Build and Pole 
Installation 

City Security RFP # 5601 Electrical Labor 
City Security RFP #5601 IT Labor 

Fluidmesh Backhaul (City Hall Roof East & West) 

Fluidmesh FM1200V-HW VOLO 2x2 MIMO 5Ghz Wireless Mesh 
Radio. 

Fluidmesh FM1200 Volo Unlimited Bandwidth License. 

HGX Type Universal Mount 


Please pay from this invoice. 
No other invoice will be sent. 


Total 


5.31 

611.25 

5.31T 

611.25T 

174.56 

562.44 

174.56T 

562.44T 

435.43 

246.75 

97.50 

435.43T 
493.50T 
195.00T 

625.00 

625.00T 

85.00 

95.00 

2.720.00T 

760.00T 

490.00 

980.00T 

1,522.50 

24.00 

3,045.00T 

48.00T 


SIGNATURE 
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